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About the Author 


Michael Bohl is a radiology executive with broad experience in radiology management and 
operations. A past President of the Radiology Business Management Association and nationally 
known speaker and author, Mr. Bohl is providing facilities with innovative solutions for using 
the Dose Index Registry and meeting The Joint Commission Dose Incident Identification 


requirements. Go to www.doseregistry.com or www.linkedin.com/in/mbohl for more 
information. 


Exam Мате Mapping Review — Dose Registry Support Services Method 


Introduction 

Review of existing exam name RPID mapping assignments is one of the most important Dose 
Index Registry® (DIR) quality checks facilities should routinely perform. Incorrectly mapped 
studies result in misleading and/or incorrect Aggregate and Standardized Dose Reports. The 
purpose of this guide is to provide the reader with an easy method of validating their RPID 
mappings, and identifying potentially incorrectly mapped studies for correction. Users with 
limited Microsoft Excel experience will find this guide particularly useful. 


How and why do mapping errors occur? When a facility begins submitting data to the DIR 
someone must “map” every CT exam name used at that facility to a standardized list of exam 


name used by the DIR. Whomever performs this task initially is likely doing so for the first time. 
While not difficult, there is a learning curve. Over time, the mapping task is often reassigned to 
others who, in addition to going through their own learning curve, have the additional burden 
of trying to understand the mapping logic used by their predecessors. Because of these and 
other factors, it is easy for facilities to have incorrect and/or inconsistent mappings. That is one 
of the primary reasons the NRDR recommends facilities review their exam name mappings 
regularly throughout the year. 


How to review existing mappings Many reviewers will use the Exam Name Mapping tool on the 
DIR website shown below to review existing mappings. While the Exam Name Mapping tool is 
very capable, it does not lend itself to easy review of existing mappings. 


DIR Exam Name Mapping 


Logout Facility 0: 1! Role: FacilityAdmin / Мега ЕЕЕ. 





Home 
At a Glance: Not Tagged : 0 / Tagging in Process : 3 / Tagging Suggested : 0 / Tagging Completed : 328 / Invalid Tag : 0 / Guidance : 0 / Unwanted : 2 
Upload File Browse... 
Search Exam 
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| = Exams RPID or Predicate values Status Audit Log Actions 
Г] | Abdomen 01_ABD_PEL_PV_MEDIUM_150_200 (Adult) RPID145 CT ABD PELVIS W IVCON Tagging Completed 
Г] | Abdomen O1ABD_PEL_XTRALARGE_200_PLUS (Adult) RPID145 CT ABD PELVIS W IVCON Tagging Completed 
[1 | Abdomen 53 ABD PEL. WITH (Adult) RPID145 CT ABD PELVIS W IVCON Tagging Completed 
C] | Abdomen^01 А80 IPHASE (Adult) RPIDS CT ABD W IVCON Tagging Completed 
o Abdomen^01_ABD_2PHASE (Adult) RPID4917 CT ABD MULTIPH W IVCON Tagging Completed 
Г] | Abdomen*01_ABD_ADRENAL (Adult) RPID389 СТ ABD ADRNL WO & WIVCON | Tagging Completed Audit Log 
Г] | Abdomen'01 ABD ADRENAL, 3 PHASE (Adult) ҚӘ0973 СТ ABD MULTIPH ААМ МОЕ Tagging Completed 
ПІ | Abdomen^01 ABD AORTA (Adult) ЕРІ0354 CT ABD ANGIO W IVCON Tagging Completed 
Г] | Abdomen^01 ABD СТА MESENTERIC (Adult) RPID354 СТ ABD ANGIO W IVCON Tagging Completed 
Г] | Abdomen^01 ABD CTA RENALS (Adult) RPID444 CT ABD ANGIO KIDNEY Tagging Completed 
Г] | Abdomen^01 ABD CXABDPELVIS (Adult) RPID249 CT CHST ABD PELVIS WIVCON | Tagging Completed 
(7 Abdomen^01 ABD, ENDOGRAPH, PROTOCOL (Adult) КрШ4919 СТ АБО РЕМИ WO Winton | Tagging Completed 
[] | Abdomen*01_ABD_PAINLESS_HEMATURIA (Adult) RPID198 CT ABD PELVIS WO & WIVCON | Tagging Completed 
[ | Abdomen'O1 ABD PEL BIPHASIC MEDIUM 150 200 RPID1867 CT ABD PELVIS MULTIPH W Таке Conioleted 

(Adult) IVCON | 

Г] | Abdomen^01 ABD PEL PV MEDIUM, 155 200 (Adult) RPID145 CT ABD PELVIS W IVCON Tagging Completed 
o r A 55.200 18 | RPID144 CT ABD PELVIS WO IVCON Tagging Completed 
Г] | Abdomen^01 ABD PEL. WO ART. PV (Adult) RPID198 CT ABD PELVIS WO & WIVCON | Tagging Completed 
[Г] | Abdomen'01 ABD PEL, WO, PV. DELAY (Adult) RPID198 CT ABD PELVIS WO & WIVCON | Tagging Completed 
C] | Abdomen^01 ABD RENAL MASS (Adult) RPID387 СТ ABD KIDNEY WO & WIVCON | Tagging Completed | 


There is an easier way: Export а! existing mappings and use Microsoft® Excel’s® Pivot Table 
function to group mapped studies by their assigned RPIDs. This makes it very easy to review 
mapped studies and identify studies assigned to RPID groups that don’t belong. This approach 
also allows the reviewer to more easily determine if the facility is using similar RPIDs which 
could be consolidated into a single RPID. 


Step-by-Step Instructions 


This book includes step-by-step instructions for exporting all DIR Exam Name Mapping data and 
then using Excel’s Pivot Table function to aggregate the mappings into an easy to analyze 
format. While these instructions will be useful for everyone, they will be particularly useful for 
those with limited to no Excel and/or Pivot Table experience. 


Useful Resources 


We’ve also included information and/or links to resources we believe are particularly 
informative. 


RadLex Playbook 


As a bonus, we’ve also included the Complete RadLex Playbook limited to the CT Exam Names 
used in the DIR for reference when performing future mappings, as well as links to download 
the RadLex Playbook for those wanting to use Excel. We've found that having this table 
available is very helpful when mapping studies. Often, we will open the Playbook in Excel and 
use Excel’s search function to help identify RPID options, which sometimes is a bit difficult to do 
when using the DIR’s basic Exam Name Mapping Tool. 


So, let’s get started with our review of Exam Name Mappings! 
Sincerely, 


Michael Bohl 
Dose Registry Support Services 


www.doseregistry.com 


Mapping Review Instructions 


5 DIR Registry 


About DIR 
1. Log into the facilities’ Master Account and select the Dose Index & Reports 
Registry. This takes you to the DIR Home page. Summary Of Data Submitted 


Dose Information By Exam 
It is important all mapping work be done at the Master Summary of Irradiation 


Account level, and not at the Child Site level. Events 
CTDIvol Over Time 


2. Click Exam Name Mapping from the left menu on the DIR’s текке 


Exam Detail 


Home page. Standardized Dose Index 
Reports 
This takes you to the DIR Exam Name Mapping page shown Aggregate Reports 
on page 3. & Registry Management 
Registration Information 
3. Click the Export All to Excel icon in the upper right sectión.of the FAQ 
Mapping Tool as shown. Data Dictionary in DIR Header 


and SR 
Exam Name Mapping 


Exam Name Mapping Tool 
User Guide 


DIR Sample Report 


DIR ABR PQI Project 
Description 








NRDR 
4. You will be prompted to Save the exported file. 
Save to the file to your desktop or JAY ин = 
other folder you can find on your RADIOLOGY 
com puter. Facility і ШШ Role: FacilityAdmin / ОѕегМате ЕС, 





Upload Export All to Excel Export Audit Log 


5. Open Microsoft Excel and located the file you saved in the previous step. You will see 
something that looks like spreadsheet on the next page. 


At this point | like to save the newly opened file using a slightly different name, 
preserving the original file in its native format. That is up to you. It isn’t hard to 
reexport the file if needed. 


6. Select all cells in spreadsheet 


You whatever method you like to do this. | find it quick and convenient to simply click in 
cell A.1. then go to step 7. 


If, for/some reason that does not work in your version of Excel, highlight all cells 












$-- 
Draw Page Layout Formulas Data Review View Q Tell тем 
— X Cut TEES ^ v| =m = = Е i- ТИ 
La fa ee Calibri “111 "АА == $ Ef Wrap Text General А т E | Normal 
em «Y Fornjat Painter EIU 2 Б га а= = > E Merge e сет А ui ^ Б E EIN 
Clipboayd г Font fa Alignment fa Number G 
Al Мм fe Rowld 
44! B (е Jl D 
1 d 9 үУ apuo RPID or Pre ate va ues Status 1 
2 | Abdomen 01 ABD PEL PV MEDIUM 150 200 (Adult) RPID145 CT ABD PELVIS W IVCON Tagging Completed 
3 Abdomen 01ABD_PEL_XTRALARGE_200_PLUS (Adult) RPID145 СТ ABD PELVIS W IVCON Tagging Completed 
4 125922 Abdomen 53_ABD_PEL_WITH (Adult) RPID145 СТ ABD PELVIS W IVCON Tagging Completed 
5 |90932 Abdomen^01 ABD 1PHASE (Adult) RPIDS CT ABD W IVCON Tagging Completed 
6 90933 Abdomen^01 ABD 2PHASE (Adult) RPID4917 СТ ABD MULTIPH W IVCON Tagging Completed 
7 |106685 Abdomen^01 ABD ADRENAL (Adult) RPID389 CT ABD ADRNL WO & W IVCON Tagging Completed 
8 148428 — Abdomen^01 ABD ADRENAL 3 PHASE (Adult) RPID973 CT ABD MULTIPH ADRNL WO & W IVCON Tagging Completed 
9 |15917 Абдотеп^01 ABD AORTA (Adult) RPID354 CT ABD ANGIO W IVCON Tagging Completed 
10 251421  Abdomen^01 ABD СТА MESENTERIC (Adult) RPID354 CT ABD ANGIO W IVCON Tagging Completed 
11 1404044  Abdomen^01 ABD СТА RENALS (Adult) RPID444 CT ABD ANGIO KIDNEY Tagging Completed 
12 96882 Abdomen^01 ABD CXABDPELVIS (Adult) RPID249 CT CHST ABD PELVIS W IVCON Tagging Completed 
13 90934 Abdomen^01 ABD ENDOGRAPH PROTOCOL (Adult) RPID4919 CT ABD PELVIS MULTIPH ADD BOD REG AORTA Tagging Completed 
14 91766 Abdomen^01 ABD PAINLESS HEMATURIA (Adult) RPID198 CT ABD PELVIS WO & W IVCON Tagging Completed 
15 556427  Abdomen^01 ABD PEL BIPHASIC MEDIUM 150 200 (Adult) RPID1867 CT ABD PELVIS MULTIPH W IVCON Tagging Completed 
16 5564248 Араотеп”01 ABD PEL PV MEDIUM 155 200 (Adult) RPID145 CT ABD PELVIS W IVCON Tagging Completed 
17 556422  Abdomen^01 ABD PEL WITHOUT MEDIUM 155 200 LB (Adult) RPID144 CT ABD PELVIS WO IVCON Tagging Completed 
18 583992  Abdomen^01 ABD PEL WO ART PV (Adult) RPID198 CT ABD PELVIS WO & W IVCON Tagging Completed 
19 5645122:  Abdomen^01 ABD PEL WO PV DELAY (Adult) RPID198 CT ABD PELVIS WO & W IVCON Tagging Completed 
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PivotTable Recommended Table aa Online Shapes Icons SmartArt Screenshot Recommended 
PivotTables Pictures ~ T um Y Charts 
Tables Illustrations 





8. You will see the table/range with the cell 
range listed as shown here. 


The Table/Range values represented 
by 5А51:505342 represent the cell 
range of the exported data used to 
generate this example. Your range 
will be different. 


9. Click OK 


10. This is what you will see. 








Create PivotTable 


Choose the data that you want to analyze 

© Select a table or range 
DIRExamNameMappings!SAS1:SDS342 
O Use an external data source 


Table/Range: 


Choose Connection... 


Connection name: 
Use this workbook's Data Model 


Choose where you want the PivotTable report to be placed 


(€) New Worksheet 
O Existing Worksheet 


Location: 


Choose whether you want to analyze multiple tables 


Cancel 


PivotTable Fields ~ 


Choose fields to add to report: 


C кома 





11. Click and drag the RPID or L—I 
Predicate values to the row Tobulda repe choose 
box in the bottom left 5 чыны 
section of the area at the ш — 
bottom of the screen as 


indicated 


12. Click and drag 
StudyDescription £o the 
same section and position it > 
below the RPID value line 28 
placed previously. 20 


This is what you should see. MEE 


[Г] StudyDescription 
[Г] RPID or Predfcate values 
Г] Status 















More Tables. 


Drag fields|betweef areas below 


Y Filter: Ш Columns 


= Values 


= Rows 
ЕРІП or Predi... Y 
StudyDescrip... Y 


13. Left Click on RPID or Predicate values in this section 


You will see these selections 


14. Left click on Field Setting 


Rows 


Move Down 


AA 25 
OVE то DEC 


Move to End 


| Y  Moveto Report Filter 


Row abels LT 


lli ^Moveto Column Labels 
x  Moveto Values 
15. Select None 
Remove Field 


ig Field Settings... 


Field Settings 


Source Name: RPID or Predicate values 





Custom Name: ЕРІр or Predicate values 





Subtotals & Filters Layout & Print 


Subtotals 
O Automatic 


O Custom 
Select one or more functions: 





Filter 


Г] Include new items іп manual filter 


16. Click OK 

















17. This is the what you will see. —_____, Row Labels 


= RPID150 CT CHST LO DOSE CANCER WO IVCON 
Thorax 01 LOW. DOSE LUNG, FOLLOW UP (Adult) 


Note that the bold text represents the КРІр 4 meses vem soc (Adult) 


Thorax^01 LOW. DOSE LUNG. SCREENING (Adult) 


group to which every Exam Name listed Thorax^LOW. DOSE LUNG SCREENING (Adult) 


Thorax*LowDoseLungScreening (Adult) 
underneath it is assigned. BRPIDÁECECHSTWO CON 

Private^FUSION CHEST (Adult) 

Private^FUSION DX CHEST (Adult) 


For example, as seen here, this site has five Thorax"01, CHEST WO (Adult) 


Thorax^02 CHEST WO (Adult) 


low-dose lung cancer study names assigned Thoraxss3_CHEST_WITHOUT (Adult) 


Thorax*CHEST_WITHOUT (Adult) 
to RPID150 CT CHEST LO DOSE CANCER WO | Thorsx*crest_wo (adult) 
= RPID18 CT CHST W IVCON 
IVCO N А Thorax^01 CHEST WITH (Adult) 
Thorax^02 CHEST WITH (Adult) 
Thorax^53 CHEST. ROUTINE (Adult) 


18. Print and distribute this list to your CT staff and TOF CHEST WITH (cult) 


= RPID1867 CT ABD PELVIS MULTIPH W IVCON 


ask them to review each RPID grou ping to Abdomen^01 ABD PEL BIPHASIC MEDIUM 150 200 (Adult) 
Abdomen^o1 XLARGE BIPHASIC ABD PEL 250PLUS (Adult) 

make sure the studies listed in each group is Abdomen^02AB РЕ, ВІ PHASIC (Adult) 
Abdomen^02AB PEL BI РНА5ІС LARGE. 200 PLUS (Adult) 

a p p ro p riate , Abdomen^02AB PEL BI PHASIC MEDIUM 150 200 (Adult) 


Abdomen^02AB PEL BI PHASIC SMALL 100 150 (Adult) 
Abdomen^53 ABD PEL BIPHASIC (Adult) 
Abdomen^AB PEL ВІ PHASIC MEDIUM 150 200 (Adult) 


19. Ask staff to review and highlight any mapped Abdomen ABD PFL РИБО қолда аларды 
Abdomen^ABD PEL BIPHASIC MEDIUM 150 200 (Adult) 
study they suspect may not belong to the Abdomen^LARGE PV ABD PEL 250PLUS (Adult) 
Abdomen^XL BIPHASIC ABD PEL 250PLUS (Adult) 
group to which it is assigned (i.e., might be Abdomen^XLARGE BIPHASIC ABD PEL 25015 (Adult) 
= RPID198 CT ABD PELVIS WO & W IVCON 
incorrectly ma pped). Abdomen^01 ABD PAINLESS HEMATURIA (Adult) 
Abdomen^01 ABD PEL WO ART. PV (Adult) 
. Abdomen^01 ABD PEL WO PV. DELAY (Adult) 
As noted earlier, some RPIDs are very Abdomen"? RENAL MASS (Adult) 
Кар . . Abdomen^53 ABD PEL WO AND WITH (Adult) 
similar to other RPIDs. This can result in Abdomen^AB, ре, WO, ART PV (Adult) 
2L NN ‚ К Abdomen^ABD PEL 4 PHASE (Adult) 
similar exams within a facility being Abdomen^ABD PEL WO АМО WITH (Adult) 


Abdomen^ABD PEL WO ART PV (Adult) 


mapped to different RPIDs when, in fact, Abdomen^ABD PEL WO PV DELAY (Adult) 


Abdomen^ABD WO ART PV (Adult) 


they should all be assigned to a single RPID. — |-seivzicrcseme wo сом 


. : . Spine^01 CERVICAL SPINE (Adult) 
By reviewing the RPID Group headers in the Spine^01 SPINE, CERVICAL (Adult) 
i Spine^C SPINE (Adult) 
pivot table (the bolded headers) the Spine^CERVICAL (Adult) 
reviewer can also identify potentially duplicated RPIDs for review and potential 


consolidation. 





20. Incorrectly mapped studies identified during this review can be remapped using the Exam 
Name Mapping Tool or the bulk editing process described in the ACR's Exam Name Mapping 
Tool User Guide available on the NRDR's website. Download the Exam Name Mapping Tool 
User Guide from the DIR Home page. See section 2.5.5 Changing the RPID of "Tagging 
Complete." See the menu image on page 5 of this book. 


We've found this approach to be one of the easiest, fastest, and most convenient way of 
reviewing and correcting incorrectly mapped Exam Name assignments. We think you will 
agree. 


If you have any questions, need additional information, or would like to discuss how Dose 
Registry Support Services can assist your facility to get more out of the Dose Index Registry or 
implement a cost-effective solution for identifying Dose Incidents using our DoselD program 
please contact us at bohlm(Qoutlook.com or visit www.doseregistry.com. 


Useful Resources 


Dose Registry Support Services 
Dose Registry Support Services offers cost-effective solutions supporting facilities 
participation in the Dose Index Registry, as well as meeting the Joint Commission’s 
requirement to identify, review, and analyze “incidents” required under the new 
Standard РІ.02.01.01 А6. Visit www.doseregistry.com for more information. 


CT Protocols 
In response to recent concerns about CT scan doses, the American Association of 
Physicists in Medicine (AAPM) posted several CT scan protocols for frequently 
performed studies. As of Oct 2017, these include: 


e Lung Cancer Screening CT e Routine Adult Brain Perfusion 

e Routine Adult Chest-Abdomen- e Routine Pediatric Chest 
Pelvis e Routine Pediatric 

e Routine Adult Chest Abdomen/Pelvis 

e Routine Adult Abdomen/Pelvis e Routine Pediatric Head 


e Routine Adult Head 


The above documents contain manufacture and model specific protocol settings for 
most CT scanners in use today. 


In our opinion, the AAPM’s protocols are significantly important go-to documents 
every department should download and reference. 


RadLex.org 
RadLex® is a radiology-specific ontology designed to standardized exam names. The 
standardized exam names are published in what is referred to as the RadLex Playbook. 
Visit radlex.org for more information. 


National Radiology Data Registry 
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AHRA 
The Association for Medical Imaging Management (AHRA) is the professional association 
primarily supporting hospital-based radiology department managers. Visit 
www.ahra.org for more information. 


Radiology Business Management Association 
The Radiology Business Management Association (RBMA) focuses on the business and 
management concerns of radiology practices, radiologists, imaging centers, and, IDTFs. 
Visit www.rbma.org for more information. 


Radiology Management and Business Advice Forum (members only LinkedIn Group) 
Radiology Management and Business Advice Forum is a members-only group on 
LinkedIn. Membership is limited to those involved in radiology management or support. 
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About Dose Registry Support Services 


Michael Bohl, MHA, RT(R), formed Dose Registry Support Services with the twin goals of 
supporting hospitals participating in the ACR’s Dose Index Registry and meeting The Joint 
Commission’s requirement to identify, review, and analyze dose “incidents” (РІ.02.01.01 А6) 
through its DoselD service. 


Mr. Bohl recognized the need for a cost-effective solution to meet The Joint Commission's Dose 
Incident Identification requirements. He developed a process of using a facility's existing DIR 
data to create Expected Dose Ranges for every RPID, compare each study's final dose against its 
expected range, and identify any study exceeding the range for review. The result was a cost- 
efficient, yet highly effective, Dose Incident Identification program. He authored an article 
published in the August 2016 edition of the JACR titled Meeting The Joint Commission's Dose 
Incident Identification and External Benchmarking Requirements Using the ACR's Dose Index 
Registry describing this approach. This method was so successful he organized Dose Registry 
Support Services to offer these solutions to other facilities needing a cost-effective solution. 


DoselD: Dose Incident Identification Program 

Dose Registry Support Services DoselD program is designed to help facilities meet The Joint 
Commission's Dose Incident Identification requirement (TJC's РІ.02.1.1А6). DoselD identifies 
studies whose final exam dose exceeded the upper threshold of its expected range, and it does 
so with little impact on staff and without requiring the facility to purchase an expensive 
platform. The facilities currently using this approach report they are saving up to $80,000 to 
$100,000 per year or more using this solution. DRSS's DoselD program is a fixed cost per year is 
based on the number of facilities and dose tables desired. Specific components of this program 
are: 


e Development of suggested "Excepted" dose ranges for every protocol by RPID based 
upon the facility's DIR dose history; 

e Quarterly Dose Incident Reports identifying every study whose final dose exceeded its 
Expected Range for review and analysis by staff; 

e Comparison of every dose incident dose against an external benchmark thereby 
relieving staff from doing this manually during their review; and, 

e Furnishing of draft policies facilities сап use to document Т/С compliance. 
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General Dose Index Registry Support 

Dose Registry Support Services works with radiology departments in whatever capacity 
necessary, from installation and set-up, and exam mapping and maintenance, to report 
interpretation, and if desired, long-term support. In short, we tailor our work to meet the 
department’s needs. General DIR support is billed on an hourly basis and is configurable to 
meet each facility’s specific needs. Most facilities find the number of outside support 
hours diminishes as their staff develops the understanding to maintain the program 
internally. Specific services include: 


e Enrollment and Set-up Support; 
o Registry enrollment 
o Master and Child Site designation; 
o User set-up 
o Physician set-up 
e Exam Name Mapping & Remapping Support; 
o Mapping local exam names to DIR RPIDs 
o Review of current exam name mappings to ensure they are mapped correctly 
o Ongoing monitoring for new exams 
e DIR Result Monitoring and Support; 
e Staff Education and Support in the Use of the DIR; and, 
e Triad Server Advice and Support. 


Dose Registry Support Services also provides unique services which facilities can use to 
improve its service and enhance patient safety in other ways. For example, many facilities 
find they have duplicated protocols for the same test in a single scanner and throughout 
their facilities. Our approach helps facilities identify and eliminate duplicated and 
superfluous exams in their CT scanner protocols. 


Supporting Diagnostic Medical Physicist Services 

Let us be clear: Dose Registry Support Services does not provide diagnostic medical physicist 
services; rather we view our role as supportive of the medical physicist and RSO by ensuring the 
CT department is performing DIR maintenance and quality checks, monitoring DIR results, and 
helping identify potential dose concerns and “Dose Incidents” at the department level — 
activities for which the medical physicist typically has limited direct operational role in most 
community-based facilities. Our services could, if desired, be performed under the umbrella of 
the contracted Medical Physicist Service, rather than with the facility. If you represent a 
medical physicist service and are interested in learning more about how we can support your 


organization please contact us at bohIm@outllook.com or visit www.doseregistry.com. 


International Services 


Dose Registry Support Services is able to support facilities located outside the United States 
who desire to submit studies to the ACR’s Dose Index Registry. We can accommodate 
programs of any size and/or scope. 
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RadLex® Playbook 


RadLex Playbook (Playbook) is a project of the Radiological Society of North America (RSNA) 
RSNA Informatics™ The Playbook represents an attempt to standardize the naming 
nomenclature used when naming radiology exams. The term RPID used in the DIR refers to the 
“RadLex Playbook ID” assigned to each standardized exam name in the Playbook. 


The RadLex table below can be downloaded at www.doseregistry.com. Click on the Resources 
and Tips link in the page header. This table and spreadsheet is limited to CT studies only which 
makes it particularly user-friendly for DIR purposes. The Complete RadLex Playbook can be 
searched and/or downloaded in its entirety at www.playbook.radlex.org. 
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Complete RadLex Playbook-2_4: CT Only 





RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 





CT ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY WITHOUT 


RPID1 CT ABD PELVIS LE ANGIO WO & W IVCON 
THEN WITH IV CONTRAST 



































RPID2 CT ABD ANGIO WO & W IVCON CT ABDOMEN ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
RPID3 CT ABD WO IVCON CT ABDOMEN WITHOUT IV CONTRAST 
RPIDA CT ABD WO & W IVCON CT ABDOMEN WITHOUT THEN WITH IV CONTRAST 
RPID5 CT ABD W IVCON CT ABDOMEN WITH IV CONTRAST 
RPID6 CT CHST ANGIO WO & W IVCON CT CHEST ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
RPID7 CT HEAD ANGIO WO & W IVCON CT HEAD ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 

CT CHEST ANGIOGRAPHY HEART WITHOUT THEN WITH IV 
RPID8 CT CHST ANGIO HEART WO & W IVCON 

CONTRAST 

CT LOWER EXTREMITY ANGIOGRAPHY LEFT WITHOUT THEN WITH IV 
RPID9 CT LE ANGIO LT WO & W IVCON 

CONTRAST 

CT LOWER EXTREMITY ANGIOGRAPHY RIGHT WITHOUT THEN WITH 
RPID10 CT LE ANGIO RT WO & W IVCON 

IV CONTRAST 
RPID11 CT NECK ANGIO WO & W IVCON CT NECK ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
RPID12 CT PELVIS ANGIO WO & W IVCON CT PELVIS ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 





CT UPPER EXTREMITY ANGIOGRAPHY LEFT WITHOUT THEN WITH IV 
RPID13 CT UE ANGIO LT WO & W IVCON 

























































































CONTRAST 

RPID14 CT UE ANGIO RT WO & W IVCON CT UPPER EXTREMITY ANGIOGRAPHY RIGHT WITHOUT THEN WITH 
IV CONTRAST 

RPID15 CT CHST COR ARTS CALC SCORE CT CHEST CORONARY ARTERIES CALCIUM SCORE 

RPID16 CT CHST WO IVCON CT CHEST WITHOUT IV CONTRAST 

RPID17 CT CHST WO & W IVCON CT CHEST WITHOUT THEN WITH IV CONTRAST 

RPID18 CT CHST W IVCON CT CHEST WITH IV CONTRAST 

RPID19 CT CSPINE WO & W IVCON CT CERVICAL SPINE WITHOUT THEN WITH IV CONTRAST 

RPID20 CT C SPINE W IVCON CT CERVICAL SPINE WITH IV CONTRAST 

RPID21 CT C SPINE WO IVCON CT CERVICAL SPINE WITHOUT IV CONTRAST 

RPID22 CT HEAD WO IVCON CT HEAD WITHOUT IV CONTRAST 

RPID23 CT HEAD WO & W IVCON CT HEAD WITHOUT THEN WITH IV CONTRAST 

RPID24 CT HEAD W IVCON CT HEAD WITH IV CONTRAST 

RPID25 CT LE LT WO IVCON CT LOWER EXTREMITY LEFT WITHOUT IV CONTRAST 

RPID26 CT LE RT WO IVCON CT LOWER EXTREMITY RIGHT WITHOUT IV CONTRAST 

RPID27 CT LE LT WO & W IVCON CT LOWER EXTREMITY LEFT WITHOUT THEN WITH IV CONTRAST 

RPID28 CT LE RT WO & W IVCON CT LOWER EXTREMITY RIGHT WITHOUT THEN WITH IV CONTRAST 

RPID29 CT LE LT W IVCON CT LOWER EXTREMITY LEFT WITH IV CONTRAST 

RPID30 CT LE RT W IVCON CT LOWER EXTREMITY RIGHT WITH IV CONTRAST 

RPID31 CT LSPINE WO IVCON CT LUMBAR SPINE WITHOUT IV CONTRAST 

RPID32 CT LSPINE WO & W IVCON CT LUMBAR SPINE WITHOUT THEN WITH IV CONTRAST 

RPID33 CT LSPINE W IVCON CT LUMBAR SPINE WITH IV CONTRAST 

RPID34 CT HEAD MAX FACIAL WO IVCON CT HEAD MAXILLOFACIAL WITHOUT IV CONTRAST 

RPID35 CT HEAD MAX FACIAL WO & W IVCON CT HEAD MAXILLOFACIAL WITHOUT THEN WITH IV CONTRAST 

RPID36 CT HEAD MAX FACIAL W IVCON CT HEAD MAXILLOFACIAL WITH IV CONTRAST 

RPID37 CT NECK WO IVCON CT NECK WITHOUT IV CONTRAST 

RPID38 CT NECK WO & W IVCON CT NECK WITHOUT THEN WITH IV CONTRAST 

RPID39 CT NECK W IVCON CT NECK WITH IV CONTRAST 

RPIDAO CT HEAD ORBITS WO IVCON CT HEAD ORBITS WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID41 CT HEAD TMP BON WO IVCON CT HEAD TEMPORAL BONE WITHOUT IV CONTRAST 
RPID42 CT HEAD ORBITS WO & W IVCON CT HEAD ORBITS WITHOUT THEN WITH IV CONTRAST 
ЕРІр4З СТ HEAD TMP BON WO & W IVCON CT HEAD TEMPORAL BONE WITHOUT THEN WITH IV CONTRAST 
RPID44 CT HEAD ORBITS W IVCON CT HEAD ORBITS WITH IV CONTRAST 
ЕРІр45 СТ HEAD TMP BON W IVCON CT HEAD TEMPORAL BONE WITH IV CONTRAST 
АРІр46 СТ PELVIS WO IVCON CT PELVIS WITHOUT IV CONTRAST 
ЕРІр47 СТ PELVIS WO & W IVCON CT PELVIS WITHOUT THEN WITH IV CONTRAST 
RPID48 CT PELVIS W IVCON CT PELVIS WITH IV CONTRAST 
CT 3D IMAGING PROCESSING WITHOUT INDEPENDENT 
ЕРІр49 СТ 3D IMAGE WO WKSTAT 
WORKSTATION 
RPID50 CT 3D IMAGE W WKSTAT CT 3D IMAGING PROCESSING WITH INDEPENDENT WORKSTATION 
RPID51 CT T SPINE WO IVCON CT THORACIC SPINE WITHOUT IV CONTRAST 
RPID52 CT T SPINE WO & W IVCON CT THORACIC SPINE WITHOUT THEN WITH IV CONTRAST 
RPID53 CT T SPINE W IVCON CT THORACIC SPINE WITH IV CONTRAST 
RPID54 CT ABD PELVIS URO CT ABDOMEN PELVIS UROGRAPHY 
RPID55 CT UE LT WO IVCON CT UPPER EXTREMITY LEFT WITHOUT IV CONTRAST 
RPID56 CT UE RT WO IVCON CT UPPER EXTREMITY RIGHT WITHOUT IV CONTRAST 
RPID57 CT UE LT WO & W IVCON CT UPPER EXTREMITY LEFT WITHOUT THEN WITH IV CONTRAST 
RPID58 CT UE RT WO & W IVCON CT UPPER EXTREMITY RIGHT WITHOUT THEN WITH IV CONTRAST 
RPID59 CT UE LT W IVCON CT UPPER EXTREMITY LEFT WITH IV CONTRAST 
RPID60 CT UE RT W IVCON CT UPPER EXTREMITY RIGHT WITH IV CONTRAST 
RPID61 CT NECK CT NECK 
RPID62 CT HEAD SINUSES WO IVCON CT HEAD PARANASAL SINUSES WITHOUT IV CONTRAST 
RPID63 CT HEAD SINUSES W IVCON CT HEAD PARANASAL SINUSES WITH IV CONTRAST 





RPID64 CT PELVIS CYSTGRPHY BLADDER WO IVCON |CT PELVIS CYSTOGRAPHY BLADDER WITHOUT IV CONTRAST 







































































RPID65 CT HEAD ANGIO CT HEAD ANGIOGRAPHY 

RPID66 CT NECK ANGIO CT NECK ANGIOGRAPHY 

RPID67 CT CHST ANGIO CT CHEST ANGIOGRAPHY 

RPID68 CT PELVIS ANGIO CT PELVIS ANGIOGRAPHY 

RPID69 CT ABD PELVIS LE ANGIO CT ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY 

RPID70 CT UE ANGIO LT CT UPPER EXTREMITY ANGIOGRAPHY LEFT 

RPID71 CT UE ANGIO RT CT UPPER EXTREMITY ANGIOGRAPHY RIGHT 

RPID72 CT LE ANGIO LT CT LOWER EXTREMITY ANGIOGRAPHY LEFT 

RPID73 CT LE ANGIO RT CT LOWER EXTREMITY ANGIOGRAPHY RIGHT 

RPID74 CT ABD ANGIO CT ABDOMEN ANGIOGRAPHY 

RPID75 CT GUIDE ABLAT CT GUIDANCE ABLATION 

RPID76 CT SPINE GUIDE VPLASTY CT SPINE GUIDANCE VERTEBROPLASTY 

RPID77 CT STERTXS CT STEREOTACTIC 

RPID78 CT SPINE DENSITO CT SPINE DENSITOMETRY 

RPID79 CT HEAD DENTASCAN CT HEAD DENTAL SCAN 

RPID80 CT GUIDE NEEDLE PLCMNT CT GUIDANCE NEEDLE PLACEMENT 

RPID81 CT MULTI PLAN REF CT MULTI-PLANAR REFORMATION 

RPID82 CT PELVIS PLVMTRY CT PELVIS PELVIMETRY 

RPID83 CT HEAD IAC WO & W IVCON CT HEAD INTERNAL AUDITORY CANAL WITHOUT THEN WITH IV 
CONTRAST 

RPID84 CT HEAD SELLA WO & W IVCON CT HEAD SELLA TURCICA WITHOUT THEN WITH IV CONTRAST 

RPID85 CT BONE DENSITO CT BONE DENSITOMETRY 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID86 CT ABD PELVIS COLONGRPHY SCREEN CT ABDOMEN PELVIS COLONOGRAPHY SCREENING 
RPID87 CT ABD PELVIS COLONGRPHY WO IVCON CT ABDOMEN PELVIS COLONOGRAPHY WITHOUT IV CONTRAST 
RPID88 CT CT 
RPID89 CT ABD PELVIS COLONGRPHY W IVCON CT ABDOMEN PELVIS COLONOGRAPHY WITH IV CONTRAST 
RPID90 CT LTD FOLL UP CT LIMITED FOLLOW-UP PROCEDURE 
RPID91 CT HEAD IAC WO IVCON CT HEAD INTERNAL AUDITORY CANAL WITHOUT IV CONTRAST 
RPID92 CT HEAD IAC W IVCON CT HEAD INTERNAL AUDITORY CANAL WITH IV CONTRAST 
RPID93 CT BONE GUIDE RAD ABLAT CT BONE GUIDANCE RADIOFREQUENCY ABLATION 
RPID94 CT ABD GUIDE RETRO BX CT ABDOMEN GUIDANCE RETROPERITONEUM BIOPSY 
RPID95 CT GUIDE BX CT GUIDANCE BIOPSY 
RPID96 CT HEAD PERFUS W IVCON CT HEAD PERFUSION WITH IV CONTRAST 
RPID97 CT GUIDE ASP CT GUIDANCE ASPIRATION 
RPID98 CT HEAD SINUSES WO & W IVCON CT HEAD PARANASAL SINUSES WITHOUT THEN WITH IV CONTRAST 
RPID99 CT GUIDE DRAIN CT GUIDANCE DRAINAGE 
СТ CHST ANGIO HEART CONG DX WO & W |СТ CHEST ANGIOGRAPHY HEART CONGENITAL DISEASE WITHOUT 
рир IVCON THEN WITH IV CONTRAST 
RPID101 CT CHST COR ARTS CALC SCORE WO IVCON CT CHEST CORONARY ARTERIES CALCIUM SCORE WITHOUT IV 
CONTRAST 
CT CHST ANGIO HEART STRUCT MORPH CT CHEST ANGIOGRAPHY HEART STRUCTURE MORPHOLOGY 
iesus WO & W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID103 CT RECON BILAT PREOP CT RECONSTRUCTION BILATERAL PRE OP 
RPID104 |СТ RECON BILAT POSTOP CT RECONSTRUCTION BILATERAL POST OP 
RPID105 CT HEAD SELLA W IVCON CT HEAD SELLA TURCICA WITH IV CONTRAST 
RPID106 (СТ HEAD SELLA WO IVCON CT HEAD SELLA TURCICA WITHOUT IV CONTRAST 
RPID107  |CTUE WO & W IVCON CT UPPER EXTREMITY WITHOUT THEN WITH IV CONTRAST 
RPID108 |CT UE W IVCON CT UPPER EXTREMITY WITH IV CONTRAST 
RPID109 CT UE WO IVCON CT UPPER EXTREMITY WITHOUT IV CONTRAST 
RPID110 |CT RECON PREOP CT RECONSTRUCTION PRE OP 
RPID111 CT RECON POSTOP CT RECONSTRUCTION POST OP 
RPID112 CT ABD PELVIS OUT FILM CT ABDOMEN PELVIS OUTSIDE FILM READ 
RPID113 CT CHST OUT FILM CT CHEST OUTSIDE FILM READ 
RPID114 |СТ ABD GUIDE REN CYST ASP CT ABDOMEN GUIDANCE RENAL CYST ASPIRATION 
RPID115 CT PELVIS GUIDE APPX DRAIN CT PELVIS GUIDANCE APPENDIX DRAINAGE 
RPID116 |СТВОМЕ GUIDE CYST ASP CT BONE GUIDANCE CYST ASPIRATION 
RPID117  |CT BONE GUIDE ВХ CT BONE GUIDANCE BIOPSY 
RPID118 (СТСН5Т GUIDE LUNG ВХ CT CHEST GUIDANCE LUNG BIOPSY 
RPID119 CT ABD GUIDE LIVER BX CT ABDOMEN GUIDANCE LIVER BIOPSY 
RPID120  |CT CHST GUIDE PLEURA BX CT CHEST GUIDANCE PLEURA BIOPSY 
RPID121 CT ABD GUIDE PANC BX CT ABDOMEN GUIDANCE PANCREAS BIOPSY 
RPID122 CT NECK GUIDE BX CT NECK GUIDANCE BIOPSY 
RPID123 CT CHST GUIDE DRAIN CT CHEST GUIDANCE DRAINAGE 
RPID124 [CT PELVIS GUIDE RECTUM DRAIN CT PELVIS GUIDANCE RECTUM DRAINAGE 
RPID125 CT ABD GUIDE PERITO DRAIN CT ABDOMEN GUIDANCE PERITONEUM DRAINAGE 
RPID126 |СТ ABD GUIDE KIDNEY DRAIN CT ABDOMEN GUIDANCE KIDNEY DRAINAGE 
RPID127 [CT ABD GUIDE RETRO DRAIN CT ABDOMEN GUIDANCE RETROPERITONEUM DRAINAGE 
RPID128 (СТ ABD GUIDE SUB DIA DRAIN CT ABDOMEN GUIDANCE SUBDIAPHRAGM DRAINAGE 
RPID129 CT CHST GUIDE LUNG DRAIN CT CHEST GUIDANCE LUNG DRAINAGE 
RPID130 |СТ ABD GUIDE PANC DRAIN CT ABDOMEN GUIDANCE PANCREAS DRAINAGE 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID131 CT ABD GUIDE LIVER DRAIN CT ABDOMEN GUIDANCE LIVER DRAINAGE 
RPID132 CT VENPNCTR CT VENIPUNCTURE 
RPID133 CT CHST GUIDE HEART PERI CARD CENT CT CHEST GUIDANCE HEART PERICARDIOCENTESIS 
RPID134 |СТ CHST GUIDE PARA CENT CT CHEST GUIDANCE PARACENTESIS 
RPID135 CT ABD GUIDE KIDNEY BX CT ABDOMEN GUIDANCE KIDNEY BIOPSY 
RPID136 |СТ CHST GUIDE PLEURA THOR CENT CT CHEST GUIDANCE PLEURA THORACENTESIS 
RPID137 |CT CHST GUIDE THOR CENT CT CHEST GUIDANCE THORACENTESIS 
RPID138 [СТ C SPINE RECON W IVCON CT CERVICAL SPINE RECONSTRUCTION WITH IV CONTRAST 
RPID139 CT C SPINE RECON WO IVCON CT CERVICAL SPINE RECONSTRUCTION WITHOUT IV CONTRAST 
CT ABDOMEN CHOLANGIOGRAPHY WITHOUT THEN WITH IV 
RPID140 (СТ ABD CHOLANG WO & W IVCON 
CONTRAST 
RPID141 CT LSPINE RECON W IVCON CT LUMBAR SPINE RECONSTRUCTION WITH IV CONTRAST 
RPID142 CT LSPINE RECON WO IVCON CT LUMBAR SPINE RECONSTRUCTION WITHOUT IV CONTRAST 
CT ABDOMEN PELVIS ANGIOGRAPHY WITHOUT THEN WITH IV 
RPID143 CT ABD PELVIS ANGIO WO & W IVCON 
CONTRAST 
RPID144  |CT ABD PELVIS WO IVCON CT ABDOMEN PELVIS WITHOUT IV CONTRAST 
RPID145 CT ABD PELVIS W IVCON CT ABDOMEN PELVIS WITH IV CONTRAST 
RPID146 |СТ CHST AIRWAY WO IVCON CT CHEST AIRWAY WITHOUT IV CONTRAST 
RPID147 (СТ CHST PULM ARTS EMBO W IVCON CT CHEST PULMONARY ARTERIES EMBOLISM WITH IV CONTRAST 
RPID148 СТ ABD PELVIS COLONGRPHY SCREEN WO |СТ ABDOMEN PELVIS COLONOGRAPHY SCREENING WITHOUT IV 
IVCON CONTRAST 
RPID149 CT CHST LO DOSE NODULE WO IVCON CT CHEST LOW DOSE NODULE WITHOUT IV CONTRAST 
RPID150 |СТСН5Т LO DOSE CANCER WO IVCON CT CHEST LOW DOSE MALIGNANT NEOPLASM WITHOUT IV 
CONTRAST 
RPID151 CT CHST HI RES LUNG PARENCH WO IVCON CT CHEST HIGH RESOLUTION LUNG PARENCHYMA WITHOUT IV 
CONTRAST 
RPID152 CT ABD PELVIS ENTERO W IVCON CT ABDOMEN PELVIS ENTEROGRAPHY WITH IV CONTRAST 
RPID153 CT HEAD EAR WO & W IVCON CT HEAD EAR WITHOUT THEN WITH IV CONTRAST 
RPID154 (СТ HEAD EAR W IVCON CT HEAD EAR WITH IV CONTRAST 
RPID155 CT HEAD EAR WO IVCON CT HEAD EAR WITHOUT IV CONTRAST 
RPID156 |CT PELVIS RECON W IVCON CT PELVIS RECONSTRUCTION WITH IV CONTRAST 
RPID157 |СТ PERFUS CT PERFUSION 
CT HEAD POSTERIOR CRANIAL FOSSA WITHOUT THEN WITH IV 
RPID158 (СТ HEAD POST FOSSA WO & W IVCON 
CONTRAST 
RPID159 CT HEAD POST FOSSA W IVCON CT HEAD POSTERIOR CRANIAL FOSSA WITH IV CONTRAST 
RPID160 |СТ HEAD POST FOSSA WO IVCON CT HEAD POSTERIOR CRANIAL FOSSA WITHOUT IV CONTRAST 
RPID161 CT PELVIS RECON WO IVCON CT PELVIS RECONSTRUCTION WITHOUT IV CONTRAST 
RPID162 CT T SPINE RECON W IVCON CT THORACIC SPINE RECONSTRUCTION WITH IV CONTRAST 
RPID163 CT T SPINE RECON WO IVCON CT THORACIC SPINE RECONSTRUCTION WITHOUT IV CONTRAST 
CT ABDOMEN PELVIS UROGRAPHY WITHOUT THEN WITH IV 
RPID164 |СТ ABD PELVIS URO WO & W IVCON 
CONTRAST 
CT CHEST ANGIOGRAPHY PULMONARY VEINS WITHOUT THEN WITH 
RPID165 CT CHST ANGIO PULM VNS WO & W IVCON 
IV CONTRAST 
RPID166 |СТІЕ5СМОКМ CT LOWER EXTREMITY SCANOGRAM 
RPID167 |СТ CHST ANGIO COR ARTS W IVCON CT CHEST ANGIOGRAPHY CORONARY ARTERIES WITH IV CONTRAST 
RPID168  |CT ABD PELVIS ANGIO CT ABDOMEN PELVIS ANGIOGRAPHY 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID169 CT ABD PELVIS VENO CT ABDOMEN PELVIS VENOGRAPHY 
RPID170  |CT ABD PELVIS LE VENO CT ABDOMEN PELVIS LOWER EXTREMITY VENOGRAPHY 
RPID171 CT ABD VENO CT ABDOMEN VENOGRAPHY 
RPID172 CT RECON CT RECONSTRUCTION 
RPID173 CT RECON ADD BOD REG CT RECONSTRUCTION ADDITIONAL BODY REGION 
RPID174  |CT HEAD NECK ANGIO CT HEAD NECK ANGIOGRAPHY 
RPID175 CT HEAD NECK VENO CT HEAD NECK VENOGRAPHY 
RPID176 |СТ HEAD VENO CT HEAD VENOGRAPHY 
RPID177  |CT CHST LT ATRIUM CT CHEST LEFT ATRIUM 
RPID178 |CT LE VENO LT CT LOWER EXTREMITY VENOGRAPHY LEFT 
RPID179 CT LE VENO RT CT LOWER EXTREMITY VENOGRAPHY RIGHT 
RPID180 |СТ NECK VENO CT NECK VENOGRAPHY 
RPID181 CT PELVIS VENO CT PELVIS VENOGRAPHY 
RPID182 CT CHST ABD ANGIO CT CHEST ABDOMEN ANGIOGRAPHY 
RPID183 CT CHST ABD PELVIS ANGIO CT CHEST ABDOMEN PELVIS ANGIOGRAPHY 
RPID184 (СТ CHST ABD PELVIS МЕМО CT CHEST ABDOMEN PELVIS VENOGRAPHY 
RPID185 CT CHST ABD VENO CT CHEST ABDOMEN VENOGRAPHY 
RPID186 |CT UE VENO LT CT UPPER EXTREMITY VENOGRAPHY LEFT 
RPID187 |CT UE VENO RT CT UPPER EXTREMITY VENOGRAPHY RIGHT 
RPID188 |CT ABD CT ABDOMEN 
RPID189 CT BONE GUIDE ABLAT CT BONE GUIDANCE ABLATION 
RPID190  |CT ABD LTD CT ABDOMEN LIMITED 
RPID191 CT CHST GUIDE LUNG CRY ABLAT CT CHEST GUIDANCE LUNG CRYOABLATION 
RPID192 CT ABD GUIDE LIVER ABLAT CT ABDOMEN GUIDANCE LIVER ABLATION 
RPID193 CT ABD GUIDE LIVER CRY ABLAT CT ABDOMEN GUIDANCE LIVER CRYOABLATION 
RPID194 |СТ CHST GUIDE LUNG ABLAT CT CHEST GUIDANCE LUNG ABLATION 
RPID195 CT ABD LTD WO & W IVCON CT ABDOMEN LIMITED WITHOUT THEN WITH IV CONTRAST 
RPID196 (СТ ABD PELVIS CT ABDOMEN PELVIS 
RPID197 [CT PELVIS GUIDE PROST CRY ABLAT CT PELVIS GUIDANCE PROSTATE CRYOABLATION 
RPID198 (СТ ABD PELVIS WO & W IVCON CT ABDOMEN PELVIS WITHOUT THEN WITH IV CONTRAST 
RPID199 CT ABD GUIDE KIDNEY CRY ABLAT CT ABDOMEN GUIDANCE KIDNEY CRYOABLATION 
RPID200 |СТ ABD GUIDE KIDNEY ABLAT CT ABDOMEN GUIDANCE KIDNEY ABLATION 
RPID201 CT CHST GUIDE LUNG LT BX CT CHEST GUIDANCE LUNG LEFT BIOPSY 
RPID202 CT CHST GUIDE LUNG RT BX CT CHEST GUIDANCE LUNG RIGHT BIOPSY 
RPID203 CT HEAD GUIDE BX CT HEAD GUIDANCE BIOPSY 
RPID204  |CT ABD PELVIS ENTERO CT ABDOMEN PELVIS ENTEROGRAPHY 
RPID205 CT HEAD FACL BNS CT HEAD FACIAL BONES 
RPID206 (СТ HEAD SINUSES CT HEAD PARANASAL SINUSES 
RPID207 |СТ HEAD РАСЕ BNS W IVCON CT HEAD FACIAL BONES WITH IV CONTRAST 
RPID208 |СТ ABD GUIDE FIDUCIAL CT ABDOMEN GUIDANCE FIDUCIAL 
RPID209 CT ABD GUIDE LIVER FIDUCIAL CT ABDOMEN GUIDANCE LIVER FIDUCIAL 
RPID210 |СТСН5Т GUIDE LUNG FIDUCIAL CT CHEST GUIDANCE LUNG FIDUCIAL 
RPID211 CT ABD GUIDE PANC FIDUCIAL CT ABDOMEN GUIDANCE PANCREAS FIDUCIAL 
RPID212 CT GUIDE CYST ASP CT GUIDANCE CYST ASPIRATION 
RPID213 CT HEAD CT HEAD 
RPID214 [СТ HEAD FACE C SPINE CT HEAD FACE CERVICAL SPINE 
RPID215 CT HEAD PERFUS CT HEAD PERFUSION 
RPID216 (СТ СНТ HI RES CT CHEST HIGH RESOLUTION 
RPID217 (СТ HEAD C SPINE CT HEAD CERVICAL SPINE 
RPID218 (СТ HEAD PERFUS XENON CT HEAD PERFUSION XENON 
RPID219 CT HEAD PERFUS DIAMOX XENON CT HEAD PERFUSION DIAMOX XENON 
RPID220 — |CT LE LT CT LOWER EXTREMITY LEFT 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID221 CT ABD PELVIS DONOR CT ABDOMEN PELVIS DONOR 
RPID222 CT LE RT CT LOWER EXTREMITY RIGHT 
ЕРІр223 СТ ABD GUIDE LIVER NAN KNIFE CT ABDOMEN GUIDANCE LIVER NANOKNIFE 
RPID224 |СТСН5Т GUIDE LUNG NAN KNIFE CT CHEST GUIDANCE LUNG NANOKNIFE 
RPID225 CT ABD GUIDE PANC NAN KNIFE CT ABDOMEN GUIDANCE PANCREAS NANOKNIFE 
RPID226 — |CT PELVIS GUIDE PROST NAN KNIFE CT PELVIS GUIDANCE PROSTATE NANOKNIFE 
RPID227 |СТ ABD GUIDE KIDNEY МАМ KNIFE CT ABDOMEN GUIDANCE KIDNEY NANOKNIFE 
RPID228 |СТ HEAD ORBITS CT HEAD ORBITS 
RPID229 CT HEAD SELLA CT HEAD SELLA TURCICA 
RPID230 |СТ HEAD POST FOSSA CT HEAD POSTERIOR CRANIAL FOSSA 
RPID231 CT HEAD TMP BON CT HEAD TEMPORAL BONE 
RPID232 CT PELVIS CT PELVIS 
RPID233 CT ABD PANC CT ABDOMEN PANCREAS 
RPID234 CT CHST PELVIS LE PULM ARTS EMBO W CT CHEST PELVIS LOWER EXTREMITY PULMONARY ARTERIES 
IVCON EMBOLISM WITH IV CONTRAST 
RPID235 CT RESEARCH CT RESEARCH 
RPID236 (СТ NURSE PROC CT NURSING PROCEDURE 
RPID237 . |CT OUT FILM CT OUTSIDE FILM READ 
RPID238 |СТ ABD PELVIS RECTUM W IVCON CT ABDOMEN PELVIS RECTUM WITH IV CONTRAST 
RPID239 CT C SPINE CT CERVICAL SPINE 
RPID240 |СТ HEAD SURG EQUIP CT HEAD SURGICAL EQUIPMENT 
RPID241 CT HEAD LTD SINUSES CT HEAD LIMITED PARANASAL SINUSES 
RPID242 СТІ SPINE CT LUMBAR SPINE 
RPID243 CT T SPINE CT THORACIC SPINE 
RPID244 |СТ HEAD STERTXS CT HEAD STEREOTACTIC 
RPID245 CT HEAD STERTXS W IVCON CT HEAD STEREOTACTIC WITH IV CONTRAST 
RPID246 [CT CHST CT CHEST 
RPID247 [CT CHST ABD CT CHEST ABDOMEN 
RPID248 (СТ CHST ABD PELVIS CT CHEST ABDOMEN PELVIS 
RPID249 CT CHST ABD PELVIS W IVCON CT CHEST ABDOMEN PELVIS WITH IV CONTRAST 
RPID250 |СТ СНТ ABD PELVIS WO & W IVCON CT CHEST ABDOMEN PELVIS WITHOUT THEN WITH IV CONTRAST 
RPID251 CT CHST ABD W IVCON CT CHEST ABDOMEN WITH IV CONTRAST 
RPID252 CT CHST ABD WO & W IVCON CT CHEST ABDOMEN WITHOUT THEN WITH IV CONTRAST 
RPID253 CT CHST LTD CT CHEST LIMITED 
RPID254 — |CT UELT CT UPPER EXTREMITY LEFT 
RPID255 CT UERT CT UPPER EXTREMITY RIGHT 
RPID256 [CT ABD PELVIS COLONGRPHY CT ABDOMEN PELVIS COLONOGRAPHY 
RPID257 |CT VOL QUANT CT VOLUME QUANTIFICATION 
RPID258 |CT 3D IMAGE CT 3D IMAGING PROCESSING 
RPID259 CT CHST 3D IMAGE HEART CT CHEST 3D IMAGING PROCESSING HEART 
RPID260 |СТ ABD COLONGRPHY Зр IMAGE CT ABDOMEN COLONOGRAPHY 3D IMAGING PROCESSING 
RPID261 CT HEAD ANGIO 3D IMAGE CT HEAD ANGIOGRAPHY 3D IMAGING PROCESSING 
RPID262 CT GUIDE JT ASP CT GUIDANCE JOINT ASPIRATION 
RPID263 CT HEAD SURG EQUIP W IVCON CT HEAD SURGICAL EQUIPMENT WITH IV CONTRAST 
RPID264 [СТ HEAD SURG EQUIP WO IVCON CT HEAD SURGICAL EQUIPMENT WITHOUT IV CONTRAST 
RPID265 CT HEAD BRN W IVCON CT HEAD BRAIN WITH IV CONTRAST 
RPID266 |СТ HEAD BRN WO IVCON CT HEAD BRAIN WITHOUT IV CONTRAST 
RPID267 |СТ HEAD BRN WO & W IVCON CT HEAD BRAIN WITHOUT THEN WITH IV CONTRAST 
RPID268 |СТ HEAD ANGIO BRN HEMORRHAGE CT HEAD ANGIOGRAPHY BRAIN HEMORRHAGE 
RPID269 CT HEAD SURG EQUIP BRN W IVCON CT HEAD SURGICAL EQUIPMENT BRAIN WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID270 СТ HEAD SURG EQUIP BRN WO IVCON CT HEAD SURGICAL EQUIPMENT BRAIN WITHOUT IV CONTRAST 
RPID271 |СТ SPINE GUIDE ВХ CT SPINE GUIDANCE BIOPSY 
RPID272  |CT C SPINE DSCGRM CT CERVICAL SPINE DISCOGRAPHY 
RPID273 |CT C SPINE GUIDE SIN SPIN LEV FAC BLOCK |СТ CERVICAL SPINE GUIDANCE SINGLE SPINAL LEVEL FACET BLOCK 
RPID274 |СТТ SPINE GUIDE SIN SPIN LEV FAC BLOCK ICT THORACIC SPINE GUIDANCE SINGLE SPINAL LEVEL FACET BLOCK 
RPID275 CT C SPINE GUIDE MULTI SPIN LEV FAC CT CERVICAL SPINE GUIDANCE MULTIPLE SPINAL LEVELS FACET 
BLOCK BLOCK 
RPID276 CT T SPINE GUIDE MULTI SPIN LEV FAC CT THORACIC SPINE GUIDANCE MULTIPLE SPINAL LEVELS FACET 
BLOCK BLOCK 
RPID277 |CT C SPINE GUIDE ADD LEV FAC BLOCK CT CERVICAL SPINE GUIDANCE ADDITIONAL LEVEL FACET BLOCK 
RPID278 |СТТ SPINE GUIDE ADD LEV FAC BLOCK CT THORACIC SPINE GUIDANCE ADDITIONAL LEVEL FACET BLOCK 
RPID279 |СТ ABD CHOLANG CT ABDOMEN CHOLANGIOGRAPHY 
RPID280 |СТ СНТ TH SECT LUNG PARENCH CT CHEST THIN SECTION LUNG PARENCHYMA 
RPID281 |СТ HEAD CISTERNGRPHY SINUSES CT HEAD CISTERNOGRAPHY PARANASAL SINUSES 
RPID282 СТ C SPINE L SPINE W IVCON CT CERVICAL SPINE LUMBAR SPINE WITH IV CONTRAST 
RPID283 uod GUIDESINSPIN LEV NERY CT CERVICAL SPINE GUIDANCE SINGLE SPINAL LEVEL NERVE BLOCK 
RPID284 ш GUIDE SINSPIN: LEV: NERV CT THORACIC SPINE GUIDANCE SINGLE SPINAL LEVEL NERVE BLOCK 
RPID285 CT C SPINE GUIDE MULTI SPIN LEV NERV CT CERVICAL SPINE GUIDANCE MULTIPLE SPINAL LEVELS NERVE 
BLOCK BLOCK 
RPID286 CT T SPINE GUIDE MULTI SPIN LEV NERV CT THORACIC SPINE GUIDANCE MULTIPLE SPINAL LEVELS NERVE 
BLOCK BLOCK 
RPID287 |CT C SPINE GUIDE ADD LEV NERV BLOCK CT CERVICAL SPINE GUIDANCE ADDITIONAL LEVEL NERVE BLOCK 
RPID288 |CT T SPINE GUIDE ADD LEV NERV BLOCK CT THORACIC SPINE GUIDANCE ADDITIONAL LEVEL NERVE BLOCK 
RPID289  |CT SPINE W IVCON CT SPINE WITH IV CONTRAST 
RPID290  |CT SPINE WO & W IVCON CT SPINE WITHOUT THEN WITH IV CONTRAST 
RPID291  |CTSPINE WO IVCON CT SPINE WITHOUT IV CONTRAST 
RPID292  |CT C SPINE T SPINE W IVCON CT CERVICAL SPINE THORACIC SPINE WITH IV CONTRAST 
CT CERVICAL SPINE THORACIC SPINE WITHOUT THEN WITH IV 
RPID293 (СТ C SPINE T SPINE WO & W IVCON 
CONTRAST 
RPID294 СТ CSPINE T SPINE WO IVCON CT CERVICAL SPINE THORACIC SPINE WITHOUT IV CONTRAST 
RPID295 — |CTL SPINE MYELOG CT LUMBAR SPINE MYELOGRAPHY 
RPID296 СТ C SPINE MYELOG CT CERVICAL SPINE MYELOGRAPHY 
RPID297  |CT T SPINE MYELOG CT THORACIC SPINE MYELOGRAPHY 
RPID298 |СТ SPINE MYELOG CT SPINE MYELOGRAPHY 
RPID299 (СТ SPINE GUIDE CT SPINE GUIDANCE 
RPID300 [CT HEAD ORBITS FB CT HEAD ORBITS FOREIGN BODY 
RPID301 (СТ СНТ HEART W IVCON CT CHEST HEART WITH IV CONTRAST 
ЕРІрЗ02 СТІ SPINE DSCGRM CT LUMBAR SPINE DISCOGRAPHY 
RPID303  |CTLE BILAT WO & W IVCON CT LOWER EXTREMITY BILATERAL WITHOUT THEN WITH IV 
CONTRAST 
RPID304 [CT LE BILAT W IVCON CT LOWER EXTREMITY BILATERAL WITH IV CONTRAST 
RPID305 |CT LE BILAT WO IVCON CT LOWER EXTREMITY BILATERAL WITHOUT IV CONTRAST 
RPID306 — |CT L SPINE GUIDE FAC BLOCK CT LUMBAR SPINE GUIDANCE FACET BLOCK 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID307 CT LS SPINE GUIDE SIN SPIN LEV NERV CT LUMBOSACRAL SPINE GUIDANCE SINGLE SPINAL LEVEL NERVE 
BLOCK BLOCK 
RPID308 СТ LS SPINE GUIDE MULTI SPIN LEV NERV |СТ LUMBOSACRAL SPINE GUIDANCE MULTIPLE SPINAL LEVELS 
BLOCK NERVE BLOCK 

RPID309 CT LS SPINE GUIDE ADD LEV NERV BLOCK Ка SPINE GUIDANCE ADDITIONAL LEVEL NERVE 

RPID310 — |CT LS SPINE W IVCON CT LUMBOSACRAL SPINE WITH IV CONTRAST 

RPID311 CT LS SPINE WO IVCON CT LUMBOSACRAL SPINE WITHOUT IV CONTRAST 

RPID312 CT LS SPINE SURG EQUIP W IVCON CT LUMBOSACRAL SPINE SURGICAL EQUIPMENT WITH IV CONTRAST 
CT LUMBOSACRAL SPINE SURGICAL EQUIPMENT WITHOUT IV 

RPID313 CT LS SPINE SURG EQUIP WO IVCON Q 
CONTRAST 

RPID314 |CT LS SPINE WO & W IVCON CT LUMBOSACRAL SPINE WITHOUT THEN WITH IV CONTRAST 

RPID315 CT HEAD MANDIBLE WO IVCON CT HEAD MANDIBLE WITHOUT IV CONTRAST 

RPID316 СТС SPINE T SPINE GUIDE RAD ABLAT CT CERVICAL SPINE THORACIC SPINE GUIDANCE RADIOFREQUENCY 
ABLATION 

RPID317 |CT LS SPINE GUIDE RAD ABLAT CT LUMBOSACRAL SPINE GUIDANCE RADIOFREQUENCY ABLATION 

RPID318 — |CT L SPINE GUIDE RAD ABLAT CT LUMBAR SPINE GUIDANCE RADIOFREQUENCY ABLATION 

RPID319 CT ABD PELVIS ANGIO KIDNEY DONOR CT ABDOMEN PELVIS ANGIOGRAPHY KIDNEY DONOR 

RPID320 |CT LE SCNGRM BILAT CT LOWER EXTREMITY SCANOGRAM BILATERAL 

RPID321 CT LE SCNGRM LT CT LOWER EXTREMITY SCANOGRAM LEFT 

RPID322 CT LE SCNGRM RT CT LOWER EXTREMITY SCANOGRAM RIGHT 

RPID323 CT GUIDE SCR PLACE CT GUIDANCE SCREW PLACEMENT 

RPID324 (СТ HEAD SINUSES SCREEN CT HEAD PARANASAL SINUSES SCREENING 

RPID325 CT HEAD ANGIO BRN STROKE CT HEAD ANGIOGRAPHY BRAIN STROKE 

RPID326 |СТ HEAD ANGIO BRN CT HEAD ANGIOGRAPHY BRAIN 

RPID327 [CT LE ANGIO BILAT CT LOWER EXTREMITY ANGIOGRAPHY BILATERAL 

RPID328 |CT UE ANGIO BILAT CT UPPER EXTREMITY ANGIOGRAPHY BILATERAL 

RPID329 CT T SPINE GUIDE SIN SPIN LEV CT THORACIC SPINE GUIDANCE SINGLE SPINAL LEVEL 

RPID330 |СТТ SPINE GUIDE MULTI SPIN LEV CT THORACIC SPINE GUIDANCE MULTIPLE SPINAL LEVELS 

RPID331 CT T SPINE GUIDE ADD LEV CT THORACIC SPINE GUIDANCE ADDITIONAL LEVEL 

RPID332 CT TL SPINE W IVCON CT THORACOLUMBAR SPINE WITH IV CONTRAST 

RPID333 CT TL SPINE WO IVCON CT THORACOLUMBAR SPINE WITHOUT IV CONTRAST 

RPID334 |СТТІ SPINE WO & W IVCON CT THORACOLUMBAR SPINE WITHOUT THEN WITH IV CONTRAST 

RPID335 CT HEAD TMJ CT HEAD TEMPOROMANDIBULAR JOINT 

RPID336 |CT CHST PULM ARTS EMBO CT CHEST PULMONARY ARTERIES EMBOLISM 

RPID337 |CT CHST RIBS CT CHEST RIBS 

RPID338 |СТТ SPINE SURG EQUIP W IVCON CT THORACIC SPINE SURGICAL EQUIPMENT WITH IV CONTRAST 

RPID339 CT T SPINE SURG EQUIP WO IVCON CT THORACIC SPINE SURGICAL EQUIPMENT WITHOUT IV CONTRAST 
CT UPPER EXTREMITY BILATERAL WITHOUT THEN WITH IV 

RPID340 — |CT UE BILAT WO & W IVCON 
CONTRAST 

RPID341 CT UE BILAT W IVCON CT UPPER EXTREMITY BILATERAL WITH IV CONTRAST 

RPID342 CT UE BILAT WO IVCON CT UPPER EXTREMITY BILATERAL WITHOUT IV CONTRAST 

RPID343 CT ABD BLADDER WO IVCON CT ABDOMEN BLADDER WITHOUT IV CONTRAST 

RPID344 |СТ ABD KIDNEY CALC WO IVCON CT ABDOMEN KIDNEY CALCULUS WITHOUT IV CONTRAST 

RPID345 CT ABD PELVIS URO WO & W IVCON CT ABDOMEN PELVIS UROGRAPHY WITHOUT THEN WITH IV 








CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 

RPID346 СТ CHST COR ARTS CALC SCORE WO IVCON CT CHEST CORONARY ARTERIES CALCIUM SCORE WITHOUT IV 
CONTRAST 

RPID347 CT LE ARTHRO KNEE WO IVCON CT LOWER EXTREMITY ARTHROGRAPHY KNEE WITHOUT IV 
CONTRAST 

RPID348 — |CT UE SHLDER CT UPPER EXTREMITY SHOULDER 

RPID349 CT UE SHLDER WO IVCON CT UPPER EXTREMITY SHOULDER WITHOUT IV CONTRAST 

RPID350 — |CT UE ELBOW WO IVCON CT UPPER EXTREMITY ELBOW WITHOUT IV CONTRAST 

RPID351 CT UE ARTHRO SHLDER WO IVCON CT UPPER EXTREMITY ARTHROGRAPHY SHOULDER WITHOUT IV 
CONTRAST 

RPID352 стас CT QUALITY CONTROL 

RPID353 CT ABD ORL CON CT ABDOMEN ORAL CONTRAST 

RPID354 |СТ ABD ANGIO W IVCON CT ABDOMEN ANGIOGRAPHY WITH IV CONTRAST 

RPID355 CT ABD ENTERO CT ABDOMEN ENTEROGRAPHY 

RPID356 |СТСН5Т ABD WO IVCON CT CHEST ABDOMEN WITHOUT IV CONTRAST 

RPID357 (СТ CHST ABD PELVIS WO IVCON CT CHEST ABDOMEN PELVIS WITHOUT IV CONTRAST 

RPID358 |СТ ABD PELVIS ORL CON CT ABDOMEN PELVIS ORAL CONTRAST 

RPID359 CT BONE DENSITO WO IVCON CT BONE DENSITOMETRY WITHOUT IV CONTRAST 

RPID360 |СТ CHST ANGIO W IVCON CT CHEST ANGIOGRAPHY WITH IV CONTRAST 

RPID361 CT CHST ANGIO PULM ARTS W IVCON CT CHEST ANGIOGRAPHY PULMONARY ARTERIES WITH IV 
CONTRAST 

RPID362 CT CHST HI RES WO IVCON CT CHEST HIGH RESOLUTION WITHOUT IV CONTRAST 

RPID363 CT FACE CT FACE 

RPID364  |CT FACE W IVCON CT FACE WITH IV CONTRAST 

RPID365 CT FACE MAX FACIAL WO IVCON CT FACE MAXILLOFACIAL WITHOUT IV CONTRAST 

RPID366 |СТ FACE MAX FACIAL WO & W IVCON CT FACE MAXILLOFACIAL WITHOUT THEN WITH IV CONTRAST 

RPID367 . |CT FACE FACL BNS CT FACE FACIAL BONES 

RPID368 — |CT FACE MAX FACIAL CT FACE MAXILLOFACIAL 

RPID369 CT FACE MAX FACIAL W IVCON CT FACE MAXILLOFACIAL WITH IV CONTRAST 

RPID370 |СТ FACE ORBITS WO IVCON CT FACE ORBITS WITHOUT IV CONTRAST 

RPID371 CT FACE SINUSES WO IVCON CT FACE PARANASAL SINUSES WITHOUT IV CONTRAST 

RPID372 CT HEAD BRN CT HEAD BRAIN 

RPID373 CT HEAD ANGIO W IVCON CT HEAD ANGIOGRAPHY WITH IV CONTRAST 

RPID374 [CT LE ANKLE WO IVCON CT LOWER EXTREMITY ANKLE WITHOUT IV CONTRAST 

RPID375 CT LE FOOT WO IVCON CT LOWER EXTREMITY FOOT WITHOUT IV CONTRAST 

RPID376 [CT LE HIP WO IVCON CT LOWER EXTREMITY HIP WITHOUT IV CONTRAST 

RPID377 [CT PELVIS SACR WO IVCON CT PELVIS SACRUM WITHOUT IV CONTRAST 

RPID378 (СТІ L SPINE T SPINE WO IVCON CT LUMBAR SPINE THORACIC SPINE WITHOUT IV CONTRAST 

RPID379 CT NECK ANGIO W IVCON CT NECK ANGIOGRAPHY WITH IV CONTRAST 

RPID380 [CT PELVIS CYSTGRPHY WO & W IVCON CT PELVIS CYSTOGRAPHY WITHOUT THEN WITH IV CONTRAST 

RPID381 CT PELVIS HIP CT PELVIS HIP 

RPID382 CT PELVIS ARTHRO HIP WO IVCON CT PELVIS ARTHROGRAPHY HIP WITHOUT IV CONTRAST 

RPID383 CT PELVIS URO CT PELVIS UROGRAPHY 

RPID384 |СТ UE FNGRS WO IVCON CT UPPER EXTREMITY FINGERS WITHOUT IV CONTRAST 

RPID385 CT UE WRIST WO IVCON CT UPPER EXTREMITY WRIST WITHOUT IV CONTRAST 

RPID386 [CT ABD ADRNL WO IVCON CT ABDOMEN ADRENAL WITHOUT IV CONTRAST 

RPID387 |СТ ABD KIDNEY WO & W IVCON CT ABDOMEN KIDNEY WITHOUT THEN WITH IV CONTRAST 

RPID388 — |CT PELVIS KIDNEY W IVCON CT PELVIS KIDNEY WITH IV CONTRAST 

RPID389 CT ABD ADRNL WO & W IVCON CT ABDOMEN ADRENAL WITHOUT THEN WITH IV CONTRAST 

RPID390 |СТ ABD PELVIS KIDNEY CALC CT ABDOMEN PELVIS KIDNEY CALCULUS 

RPID391 CT UE ARTHRO ELBOW LT CT UPPER EXTREMITY ARTHROGRAPHY ELBOW LEFT 

RPID392 CT UE ARTHRO ELBOW RT CT UPPER EXTREMITY ARTHROGRAPHY ELBOW RIGHT 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID393 |СТІЕ ARTHRO KNEE LT CT LOWER EXTREMITY ARTHROGRAPHY KNEE LEFT 
RPID394 |СТІЕ ARTHRO KNEE RT CT LOWER EXTREMITY ARTHROGRAPHY KNEE RIGHT 
RPID395 |СТ UE ARTHRO SHLDER LT CT UPPER EXTREMITY ARTHROGRAPHY SHOULDER LEFT 
RPID396 |СТ UE ARTHRO SHLDER RT CT UPPER EXTREMITY ARTHROGRAPHY SHOULDER RIGHT 
RPID397 |СТ CHST BRNCHGRAPH BILAT CT CHEST BRONCHOGRAPHY BILATERAL 
RPID398 (СТ CHST BRNCHGRAPH CT CHEST BRONCHOGRAPHY 
RPID399_  |CT C SPINE MYELOG W IVCON CT CERVICAL SPINE MYELOGRAPHY WITH IV CONTRAST 
АРІр400 СТ CHST POSTOP W IVCON CT CHEST POST OP WITH IV CONTRAST 
RPID401 СТ ABD MULTIPH LIVER POSTOP WO & W |CT ABDOMEN MULTIPHASE LIVER POST OP WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID402  |CT PELVIS POSTOP W IVCON CT PELVIS POST OP WITH IV CONTRAST 
RPID403 [СТ СНТ LO DOSE WO IVCON CT CHEST LOW DOSE WITHOUT IV CONTRAST 
RPID404 |СТ CHST STERNUM WO IVCON CT CHEST STERNUM WITHOUT IV CONTRAST 
RPID405 |СТ CHST ABD PELVIS TRAUMA W IVCON CT CHEST ABDOMEN PELVIS TRAUMA WITH IV CONTRAST 
RPIDAOG — |CT ABD MULTIPH LIVER WO & W IVCON CT ABDOMEN MULTIPHASE LIVER WITHOUT THEN WITH IV 
CONTRAST 
RPID407 — |CT ABD MULTIPH PANC WO & W IVCON CT ABDOMEN MULTIPHASE PANCREAS WITHOUT THEN WITH IV 
CONTRAST 
ЕРІр408 |СТ HEAD FIDUCIAL W IVCON CT HEAD FIDUCIAL WITH IV CONTRAST 
RPID409 (СТ HEAD FIDUCIAL WO IVCON CT HEAD FIDUCIAL WITHOUT IV CONTRAST 
RPID410 |СТ HEAD FIDUCIAL WO & W IVCON CT HEAD FIDUCIAL WITHOUT THEN WITH IV CONTRAST 
RPID411 (СТ HEAD C SPINE W IVCON CT HEAD CERVICAL SPINE WITH IV CONTRAST 
ЕРІр412 (СТ HEAD C SPINE WO & W IVCON CT HEAD CERVICAL SPINE WITHOUT THEN WITH IV CONTRAST 
ЕРІр413 (СТ HEAD C SPINE MAX FACIAL W IVCON CT HEAD CERVICAL SPINE MAXILLOFACIAL WITH IV CONTRAST 
RPID414  |CT HEAD C SPINE MAX FACIAL CT HEAD CERVICAL SPINE MAXILLOFACIAL 
RPIDA15 CT HEAD C SPINE MAX FACIAL WO & W CT HEAD CERVICAL SPINE MAXILLOFACIAL WITHOUT THEN WITH IV 
IVCON CONTRAST 
ЕРІр416 (СТ HEAD NECK W IVCON CT HEAD NECK WITH IV CONTRAST 
RPID417 (СТ HEAD NECK CT HEAD NECK 
RPIDA18 (СТ HEAD NECK WO & W IVCON CT HEAD NECK WITHOUT THEN WITH IV CONTRAST 
RPID419 |СТ CHST HEART CALC SCORE CT CHEST HEART CALCIUM SCORE 
RPID420 |СТ СНТ COR ARTS W IVCON CT CHEST CORONARY ARTERIES WITH IV CONTRAST 
RPIDA21 (СТ CHST HEART MORPH W IVCON CT CHEST HEART MORPHOLOGY WITH IV CONTRAST 
CT CHST HEART CONG DX MORPH W CT CHEST HEART CONGENITAL DISEASE MORPHOLOGY WITH IV 
PIRA IVCON CONTRAST 
ЕРІр423 (СТ ABD LIVER POSTOP WO & W IVCON CT ABDOMEN LIVER POST OP WITHOUT THEN WITH IV CONTRAST 
RPID424 [CT LE ARTHRO W IVCON CT LOWER EXTREMITY ARTHROGRAPHY WITH IV CONTRAST 
RPID425 ІСТ CHST ABD PULM ARTS EMBO W IVCON CT CHEST ABDOMEN PULMONARY ARTERIES EMBOLISM WITH IV 
CONTRAST 
CT CHST LE PULM ARTS BILAT EMBO W CT CHEST LOWER EXTREMITY PULMONARY ARTERIES BILATERAL 
PIS IVCON EMBOLISM WITH IV CONTRAST 
CT CHST ABD PELVIS PULM ARTS EMBO W |СТ CHEST ABDOMEN PELVIS PULMONARY ARTERIES EMBOLISM 
АРА, ІУСОМ WITH IV CONTRAST 
RPID428 [CT PELVIS MSK W IVCON CT PELVIS MUSCULOSKELETAL SYSTEM WITH IV CONTRAST 
RPID429 [CT PELVIS MSK WO IVCON CT PELVIS MUSCULOSKELETAL SYSTEM WITHOUT IV CONTRAST 
RPID430 ІСТ PELVIS MSK WO & W IVCON CT PELVIS MUSCULOSKELETAL SYSTEM WITHOUT THEN WITH IV 








CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 

RPID431 CT PELVIS LE BILAT CT PELVIS LOWER EXTREMITY BILATERAL 

RPID432 CT CHST DENSITO 3D IMAGE LUNG CT CHEST DENSITOMETRY 3D IMAGING PROCESSING LUNG 

RPID433 CT CHST RIBS W IVCON CT CHEST RIBS WITH IV CONTRAST 

RPID434 [СТ CHST RIBS WO & W IVCON CT CHEST RIBS WITHOUT THEN WITH IV CONTRAST 

RPID435 CT T SPINE MYELOG W IVCON CT THORACIC SPINE MYELOGRAPHY WITH IV CONTRAST 

RPID436 — |CT T SPINE L SPINE W IVCON CT THORACIC SPINE LUMBAR SPINE WITH IV CONTRAST 

RPID437 |СТ NECK TRACH WO & W IVCON CT NECK TRACHEA WITHOUT THEN WITH IV CONTRAST 

RPID438 |СТСН5Т LIVER W IVCON CT CHEST LIVER WITH IV CONTRAST 

RPID439 CT UE SACR W IVCON CT UPPER EXTREMITY SACRUM WITH IV CONTRAST 

RPIDA40 (СТ UE SACR WO IVCON CT UPPER EXTREMITY SACRUM WITHOUT IV CONTRAST 

RPID441 CT UE SACR WO & W IVCON CT UPPER EXTREMITY SACRUM WITHOUT THEN WITH IV CONTRAST 

RPID442 CT ABD PELVIS LE ANGIO BILAT CT ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY BILATERAL 

RPID443 CT PELVIS LE ANGIO BILAT CT PELVIS LOWER EXTREMITY ANGIOGRAPHY BILATERAL 

RPIDA44  |CT ABD ANGIO KIDNEY CT ABDOMEN ANGIOGRAPHY KIDNEY 

RPID445 CT ABD ANGIO LIVER CT ABDOMEN ANGIOGRAPHY LIVER 

ЕРІр446 СТ CSPINE ANGIO CT CERVICAL SPINE ANGIOGRAPHY 

RPID447 СТ CHST ABD PELVIS LE ANGIO BILAT CT CHEST ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY 
BILATERAL 

RPIDA48 |CT LE ANGIO CT LOWER EXTREMITY ANGIOGRAPHY 

RPID449 CT LSPINE ANGIO CT LUMBAR SPINE ANGIOGRAPHY 

RPID450 СТ PELVIS LE ANGIO BILAT WO & W IVCON CT PELVIS LOWER EXTREMITY ANGIOGRAPHY BILATERAL WITHOUT 
THEN WITH IV CONTRAST 

RPID451 CT T SPINE ANGIO CT THORACIC SPINE ANGIOGRAPHY 

RPID452 CT UE ANGIO CT UPPER EXTREMITY ANGIOGRAPHY 

RPID453 CT CHST VENO CT CHEST VENOGRAPHY 

RPID839 CT ABD CT ABDOMEN 

RPID840 |СТІЗРІМЕ CT LUMBAR SPINE 

RPID841 CT FACE MAX FACIAL CT FACE MAXILLOFACIAL 

RPID842 CT NECK SFT TISS NECK CT NECK SOFT TISSUE OF THE NECK 

RPID843 CT HEAD ORBITS SELLA CT HEAD ORBITS SELLA TURCICA 

RPID844 (СТ PELVIS CT PELVIS 

RPID845 CT T SPINE CT THORACIC SPINE 

RPID846 (СТ CHST ABD PELVIS CT CHEST ABDOMEN PELVIS 

RPID847 |СТ СНТ PELVIS CT CHEST PELVIS 

RPID848 |СТ ABD ANGIO WO & W IVCON CT ABDOMEN ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 

RPID849 CT CHST ANGIO WO & W IVCON CT CHEST ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 

RPID850 [CT PELVIS ANGIO WO & W IVCON CT PELVIS ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 

RPID852 CT PELVIS WO IVCON CT PELVIS WITHOUT IV CONTRAST 

RPID853 CT PELVIS WO & W IVCON CT PELVIS WITHOUT THEN WITH IV CONTRAST 

RPID854 [CT ABD W IVCON CT ABDOMEN WITH IV CONTRAST 

RPID855 CT ABD WO IVCON CT ABDOMEN WITHOUT IV CONTRAST 

RPID856 [CT ABD WO & W IVCON CT ABDOMEN WITHOUT THEN WITH IV CONTRAST 

RPID857 [CT COLONGRPHY 3D IMAGE CT COLONOGRAPHY 3D IMAGING PROCESSING 

RPID858 (СТ COLONGRPHY 3D IMAGE SCREEN CT COLONOGRAPHY 3D IMAGING PROCESSING SCREENING 

RPID859 CT APPX CT APPENDIX 

RPID860 |СТ ABD PELVIS W IVCON CT ABDOMEN PELVIS WITH IV CONTRAST 

RPID861 CT ABD PELVIS WO IVCON CT ABDOMEN PELVIS WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID862 CT ABD BX NEEDLE CT ABDOMEN BIOPSY NEEDLE 
RPID863 CT ABD LIVER BX NEEDLE CT ABDOMEN LIVER BIOPSY NEEDLE 
RPID864 |СТ ABD PANC BX NEEDLE CT ABDOMEN PANCREAS BIOPSY NEEDLE 
RPID865 CT ABD KIDNEY BX NEEDLE CT ABDOMEN KIDNEY BIOPSY NEEDLE 
RPID866 |СТ CHST ABD PELVIS W IVCON CT CHEST ABDOMEN PELVIS WITH IV CONTRAST 
RPID867 (СТ CHST ABD PELVIS WO IVCON CT CHEST ABDOMEN PELVIS WITHOUT IV CONTRAST 
RPID868 |СТ ABD PELVIS WO & W IVCON CT ABDOMEN PELVIS WITHOUT THEN WITH IV CONTRAST 
RPID869 CT CHST ABD PELVIS WO & W IVCON CT CHEST ABDOMEN PELVIS WITHOUT THEN WITH IV CONTRAST 
RPID870 |СТ CHST ABD WO & W IVCON CT CHEST ABDOMEN WITHOUT THEN WITH IV CONTRAST 
RPID871 CT ABD PELVIS CT ABDOMEN PELVIS 
RPID872 CT CHST ANGIO COR ARTS CT CHEST ANGIOGRAPHY CORONARY ARTERIES 
RPID873 CT LE FEMUR WO IVCON CT LOWER EXTREMITY FEMUR WITHOUT IV CONTRAST 
RPID874 |CT PELVIS LE HIP WO IVCON CT PELVIS LOWER EXTREMITY HIP WITHOUT IV CONTRAST 
RPID875 CT PELVIS MULTIPH WO & W IVCON CT PELVIS MULTIPHASE WITHOUT THEN WITH IV CONTRAST 
RPID876 |СТ MYELOG CT MYELOGRAPHY 
RPID877 |CT PELVIS PROST CT PELVIS PROSTATE 
RPID878 ICT PELVIS PROST WO IVCON CT PELVIS PROSTATE WITHOUT IV CONTRAST 
RPID879 CT CHST ABD PELVIS PULM ARTS W IVCON CT CHEST ABDOMEN PELVIS PULMONARY ARTERIES WITH IV 

CONTRAST 
RPID880 — |CT VENO PULM VNS W IVCON CT VENOGRAPHY PULMONARY VEINS WITH IV CONTRAST 
RPID881 CT LE KNEE WO IVCON CT LOWER EXTREMITY KNEE WITHOUT IV CONTRAST 
RPID882 CT PELVIS LTD WO IVCON CT PELVIS LIMITED WITHOUT IV CONTRAST 
RPID883 CT PELVIS LTD PROST WO IVCON CT PELVIS LIMITED PROSTATE WITHOUT IV CONTRAST 
RPID884 ІСТІЕ FOOT WO & W IVCON CT LOWER EXTREMITY FOOT WITHOUT THEN WITH IV CONTRAST 
RPID885 CT UE ELBOW WO IVCON CT UPPER EXTREMITY ELBOW WITHOUT IV CONTRAST 
RPID886 |СТ UE FOREARM WO IVCON CT UPPER EXTREMITY FOREARM WITHOUT IV CONTRAST 
RPID887 |СТ UE HUMERUS WO IVCON CT UPPER EXTREMITY HUMERUS WITHOUT IV CONTRAST 
RPID888 [CT LE W IVCON CT LOWER EXTREMITY WITH IV CONTRAST 
RPID889 CT UE SHLDER WO IVCON CT UPPER EXTREMITY SHOULDER WITHOUT IV CONTRAST 
RPID890 [CT ABD KIDNEY CT ABDOMEN KIDNEY 
RPID891 CT ABD PELVIS KIDNEY WO IVCON CT ABDOMEN PELVIS KIDNEY WITHOUT IV CONTRAST 
RPID892 CT ABD KIDNEY W IVCON CT ABDOMEN KIDNEY WITH IV CONTRAST 
RPID893 CT ABD UE KIDNEY W IVCON CT ABDOMEN UPPER EXTREMITY KIDNEY WITH IV CONTRAST 
RPID894 |СТ ABD KIDNEY WO IVCON CT ABDOMEN KIDNEY WITHOUT IV CONTRAST 
RPID895 CT ABD RETRO CT ABDOMEN RETROPERITONEUM 
RPID896 |СТ ABD KIDNEY CANCER WO IVCON CT ABDOMEN KIDNEY MALIGNANT NEOPLASM WITHOUT IV 
CONTRAST 

RPID897 ICT CHST RIBS WO IVCON CT CHEST RIBS WITHOUT IV CONTRAST 
RPID898 ICT LE KNEE W IVCON CT LOWER EXTREMITY KNEE WITH IV CONTRAST 
RPID899 CT LE ANKLE W IVCON CT LOWER EXTREMITY ANKLE WITH IV CONTRAST 
RPID900 [CT LE ANKLE WO & W IVCON CT LOWER EXTREMITY ANKLE WITHOUT THEN WITH IV CONTRAST 
RPID901 CT UE CLAVICLE WO IVCON CT UPPER EXTREMITY CLAVICLE WITHOUT IV CONTRAST 
RPID902 CT LE FEMUR W IVCON CT LOWER EXTREMITY FEMUR WITH IV CONTRAST 
RPID903 CT LE RESEARCH FEMUR W IVCON CT LOWER EXTREMITY RESEARCH FEMUR WITH IV CONTRAST 
RPID904  |CT LE FEMUR WO & W IVCON CT LOWER EXTREMITY FEMUR WITHOUT THEN WITH IV CONTRAST 
RPID905 CT LE FOOT W IVCON CT LOWER EXTREMITY FOOT WITH IV CONTRAST 
RPID906 |СТ UE HAND WO IVCON CT UPPER EXTREMITY HAND WITHOUT IV CONTRAST 
RPID907 . |CT PELVIS LE ARTHRO HIP CT PELVIS LOWER EXTREMITY ARTHROGRAPHY HIP 
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RPID908  |CT PELVIS LE HIP W IVCON CT PELVIS LOWER EXTREMITY HIP WITH IV CONTRAST 
RPID909 CT UE SHLDER W IVCON CT UPPER EXTREMITY SHOULDER WITH IV CONTRAST 
RPID910 |СТІЕТНІСН WO IVCON CT LOWER EXTREMITY THIGH WITHOUT IV CONTRAST 
RPID911 CT LE THIGH W IVCON CT LOWER EXTREMITY THIGH WITH IV CONTRAST 
RPID912 CT LE WO IVCON CT LOWER EXTREMITY WITHOUT IV CONTRAST 
RPID913 CT LE WO & W IVCON CT LOWER EXTREMITY WITHOUT THEN WITH IV CONTRAST 
RPID914  |CT PELVIS RECON CT PELVIS RECONSTRUCTION 

CT THORACIC SPINE LUMBAR SPINE RECONSTRUCTION WITHOUT IV 
RPID915 CT T SPINE L SPINE RECON WO IVCON 

CONTRAST 
RPID916  |CTW IVCON CT WITH IV CONTRAST 
RPID917 . |CT SACR WO IVCON CT SACRUM WITHOUT IV CONTRAST 
RPID918 (|СТ5СЛ CT STERNOCLAVICULAR JOINT 
RPID919 CT SCJT WO IVCON CT STERNOCLAVICULAR JOINT WITHOUT IV CONTRAST 
RPID920 . |CT LTD W IVCON CT LIMITED WITH IV CONTRAST 
RPID921 CT LTD WO IVCON CT LIMITED WITHOUT IV CONTRAST 
RPID922 CT ABD ADRNL W IVCON CT ABDOMEN ADRENAL WITH IV CONTRAST 
RPID923 CT UE ELBOW W IVCON CT UPPER EXTREMITY ELBOW WITH IV CONTRAST 
АРІр924  |CT WO IVCON CT WITHOUT IV CONTRAST 
RPID925 CT WO & W IVCON CT WITHOUT THEN WITH IV CONTRAST 
RPID926 |CT LE SCNGRM WO IVCON CT LOWER EXTREMITY SCANOGRAM WITHOUT IV CONTRAST 
RPID927 |СТ UE ARTHRO SHLDER CT UPPER EXTREMITY ARTHROGRAPHY SHOULDER 

CT UPPER EXTREMITY SHOULDER WITHOUT THEN WITH IV 
RPID928 = |CT UE SHLDER WO & W IVCON 

CONTRAST 
RPID929 CT DRAIN CT DRAINAGE 

CT LOWER EXTREMITY ANGIOGRAPHY WITHOUT THEN WITH IV 
RPID930 |CT LE ANGIO WO & W IVCON 

CONTRAST 
RPID931 CT NECK CHST ABD PELVIS W IVCON CT NECK CHEST ABDOMEN PELVIS WITH IV CONTRAST 
RPID932 CT HEAD LTD BRN WO IVCON CT HEAD LIMITED BRAIN WITHOUT IV CONTRAST 
RPID933 CT ANGIO W IVCON CT ANGIOGRAPHY WITH IV CONTRAST 
RPID934 (СТІ L SPINE THY GLND WO IVCON CT LUMBAR SPINE THYROID GLAND WITHOUT IV CONTRAST 
RPID935 CT LE ARTHRO ANKLE CT LOWER EXTREMITY ARTHROGRAPHY ANKLE 
RPID936 (СТ NECK СНТ W IVCON CT NECK CHEST WITH IV CONTRAST 
RPID937 (СТ NECK СНТ WO IVCON CT NECK CHEST WITHOUT IV CONTRAST 
RPID938 (СТ HEAD STERTXS BRN WO IVCON CT HEAD STEREOTACTIC BRAIN WITHOUT IV CONTRAST 
RPID939 CT HEAD STERTXS WO IVCON CT HEAD STEREOTACTIC WITHOUT IV CONTRAST 

CT UPPER EXTREMITY HIGH RESOLUTION SHOULDER WITHOUT IV 
RPID940 |СТ UE HI RES SHLDER WO IVCON 

CONTRAST 

CT UPPER EXTREMITY LOWER EXTREMITY SHOULDER WITHOUT 
RPID941 CT UE LE SHLDER WO & W IVCON 

THEN WITH IV CONTRAST 
RPID942 CT SALIV WO IVCON CT SALIVARY GLAND WITHOUT IV CONTRAST 
RPID943 CT LSPINE SACR WO IVCON CT LUMBAR SPINE SACRUM WITHOUT IV CONTRAST 
RPID944 ІСТІ L SPINE DSCGRM W IVCON CT LUMBAR SPINE DISCOGRAPHY WITH IV CONTRAST 

CT THORACIC SPINE LUMBAR SPINE MYELOGRAPHY WITH IV 
RPID945 CT T SPINE L SPINE MYELOG W IVCON 

CONTRAST 
RPID946 [CTT SPINE L SPINE MYELOG CT THORACIC SPINE LUMBAR SPINE MYELOGRAPHY 
RPID947 |СТ ABD PANC W IVCON CT ABDOMEN PANCREAS WITH IV CONTRAST 

CT HEAD NECK TEMPORAL BONE WITHOUT THEN WITH IV 
RPID948 (СТ HEAD NECK TMP BON WO & W IVCON 

CONTRAST 

CT ABDOMEN PELVIS MULTIPHASE WITHOUT THEN WITH IV 
RPID949 CT ABD PELVIS MULTIPH WO & W IVCON 

CONTRAST 
RPID950 [CT LOCALIZ W IVCON CT LOCALIZATION WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID951 СТТ T SPINE L SPINE THY GLND WO IVCON CT THORACIC SPINE LUMBAR SPINE THYROID GLAND WITHOUT IV 
CONTRAST 
RPID9S2 СТТ T SPINE L SPINE WO & W IVCON CT THORACIC SPINE LUMBAR SPINE WITHOUT THEN WITH IV 
CONTRAST 
RPID953 |СТ ABD MULTIPH WO & W IVCON CT ABDOMEN MULTIPHASE WITHOUT THEN WITH IV CONTRAST 
CT ABDOMEN MULTIPHASE KIDNEY WITHOUT THEN WITH IV 
RPID954 |СТ ABD MULTIPH KIDNEY WO & W IVCON 
CONTRAST 
RPID955 СТ ABD PELVIS MULTIPH KIDNEY WO & W |СТ ABDOMEN PELVIS MULTIPHASE KIDNEY WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID956 CT ABD PELVIS MULTIPH LIVER WO & W CT ABDOMEN PELVIS MULTIPHASE LIVER WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID957 CT ABD PELVIS MULTIPH PANC WO & W CT ABDOMEN PELVIS MULTIPHASE PANCREAS WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID958 |СТТ SPINE DSCGRM WO IVCON CT THORACIC SPINE DISCOGRAPHY WITHOUT IV CONTRAST 
RPID959 |СТ ABD PANC WO & W IVCON CT ABDOMEN PANCREAS WITHOUT THEN WITH IV CONTRAST 
RPID960 [СТ CHST LO DOSE CT CHEST LOW DOSE 
RPID961 |СТ ABD LIVER CT ABDOMEN LIVER 
RPID962 |СТ ABD PELVIS URO WO IVCON CT ABDOMEN PELVIS UROGRAPHY WITHOUT IV CONTRAST 
RPID963 |CT UE LE WO IVCON CT UPPER EXTREMITY LOWER EXTREMITY WITHOUT IV CONTRAST 
RPID964 CT ABD PELVIS 3D IMAGE URO WO & W CT ABDOMEN PELVIS 3D IMAGING PROCESSING UROGRAPHY 
IVCON WITHOUT THEN WITH IV CONTRAST 
RPID965  |CT VENO W IVCON CT VENOGRAPHY WITH IV CONTRAST 
RPID966 СТ HEAD VENO BRN WO & W IVCON CT HEAD VENOGRAPHY BRAIN WITHOUT THEN WITH IV CONTRAST 
RPID967 |CT LE VENO W IVCON CT LOWER EXTREMITY VENOGRAPHY WITH IV CONTRAST 
RPID968 (СТ BRNCHGRAPH CT BRONCHOGRAPHY 
RPID969 |СТ SPINE PELVIS VPLASTY WO IVCON CT SPINE PELVIS VERTEBROPLASTY WITHOUT IV CONTRAST 
RPID970 |СТ SACR VPLASTY WO IVCON CT SACRUM VERTEBROPLASTY WITHOUT IV CONTRAST 
RPID971 |СТ ORL CON CT ORAL CONTRAST 
RPID972 |СТ UE WRIST W IVCON CT UPPER EXTREMITY WRIST WITH IV CONTRAST 
CT ABDOMEN MULTIPHASE ADRENAL WITHOUT THEN WITH IV 
RPID973 |СТ ABD MULTIPH ADRNL WO & W IVCON 
CONTRAST 
RPID974 |СТ UE WRIST WO & W IVCON CT UPPER EXTREMITY WRIST WITHOUT THEN WITH IV CONTRAST 
CT UPPER EXTREMITY 3D IMAGING PROCESSING WRIST WITHOUT IV 
RPID975 |СТ UE Зр IMAGE WRIST WO IVCON 
CONTRAST 
RPID976 |СТ UE ARTHRO WRIST CT UPPER EXTREMITY ARTHROGRAPHY WRIST 
RPID977 |СТАМСІО WO & W IVCON CT ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
RPID978 |СТ CHST Зр IMAGE HEART W IVCON CT CHEST 3D IMAGING PROCESSING HEART WITH IV CONTRAST 
RPID979 СТ CHST HEART WO IVCON CT CHEST HEART WITHOUT IV CONTRAST 
CT THORACIC SPINE CERVICAL SPINE LUMBAR SPINE WITH IV 
RPID980 |СТТ T SPINE C SPINE L SPINE W IVCON 
CONTRAST 
CT THORACIC SPINE CERVICAL SPINE LUMBAR SPINE WITHOUT IV 
RPID981 |СТТ SPINE C SPINE L SPINE WO IVCON 
CONTRAST 
RPID982 |CT LTD CT LIMITED 
RPID983 СТ CHST ANGIO COR ARTS CALC SCORE WO |CT CHEST ANGIOGRAPHY CORONARY ARTERIES CALCIUM SCORE 





IVCON 





WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID984 СТ CHST MULTIPH ANGIO WO & W IVCON CT CHEST MULTIPHASE ANGIOGRAPHY WITHOUT THEN WITH IV 
CONTRAST 
RPID985 CT ABD MULTIPH ANGIO LIVER WO & W CT ABDOMEN MULTIPHASE ANGIOGRAPHY LIVER WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID986 CT CHST ABD PELVIS ANGIO WO & W CT CHEST ABDOMEN PELVIS ANGIOGRAPHY WITHOUT THEN WITH 
IVCON IV CONTRAST 
CT ABDOMEN PELVIS 3D IMAGING PROCESSING ANGIOGRAPHY 
RPID987 (СТ ABD PELVIS 3D IMAGE ANGIO W IVCON 
WITH IV CONTRAST 
CT ABDOMEN 3D IMAGING PROCESSING ANGIOGRAPHY WITHOUT 
RPID988 |СТ ABD 3D IMAGE ANGIO WO & W IVCON 
THEN WITH IV CONTRAST 
RPID989 СТ CHST ABD ANGIO WO & W IVCON CT CHEST ABDOMEN ANGIOGRAPHY WITHOUT THEN WITH IV 
CONTRAST 
RPID990 СТ CHST ABD LE ANGIO W IVCON CT CHEST ABDOMEN LOWER EXTREMITY ANGIOGRAPHY WITH IV 
CONTRAST 
RPID991 CT CHST ABD ANGIO COR ARTS CALC CT CHEST ABDOMEN ANGIOGRAPHY CORONARY ARTERIES CALCIUM 
SCORE WO IVCON SCORE WITHOUT IV CONTRAST 
CT CHEST PELVIS LOWER EXTREMITY ANGIOGRAPHY WITH IV 
RPID992 (СТ СНТ PELVIS LE ANGIO W IVCON 
CONTRAST 
RPID993 CT CHST HI RES PULM ARTS EMBO WO CT CHEST HIGH RESOLUTION PULMONARY ARTERIES EMBOLISM 
IVCON WITHOUT IV CONTRAST 
RPID994 CT CHST PULM ARTS EMBO WO & W CT CHEST PULMONARY ARTERIES EMBOLISM WITHOUT THEN WITH 
IVCON IV CONTRAST 
RPID995 |СТ СНТ UE ANGIO W IVCON CT CHEST UPPER EXTREMITY ANGIOGRAPHY WITH IV CONTRAST 
RPID996 |СТ ABD ANGIO PANC W IVCON CT ABDOMEN ANGIOGRAPHY PANCREAS WITH IV CONTRAST 
RPID997 |СТ NECK CHST ANGIO W IVCON CT NECK CHEST ANGIOGRAPHY WITH IV CONTRAST 
CT CHEST ABDOMEN CORONARY ARTERIES WITHOUT THEN WITH IV 
RPID998 |СТ CHST ABD COR ARTS WO & W IVCON 
CONTRAST 
CT CHEST ANGIOGRAPHY CORONARY ARTERIES WITHOUT THEN 
RPID999 (СТ CHST ANGIO COR ARTS WO & W IVCON 
WITH IV CONTRAST 
CT CHEST 3D IMAGING PROCESSING ANGIOGRAPHY WITH IV 
RPID1000 |СТ CHST 3D IMAGE ANGIO W IVCON 
CONTRAST 
CT CHEST 3D IMAGING PROCESSING ANGIOGRAPHY WITHOUT THEN 
RPID1001 |СТ СНТ 3D IMAGE ANGIO WO & W IVCON 
WITH IV CONTRAST 
RPID1002 CT CHST ABD 3D IMAGE ANGIO WO & W CT CHEST ABDOMEN 3D IMAGING PROCESSING ANGIOGRAPHY 
IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1003 |СТ HEAD PERFUS WO & W IVCON CT HEAD PERFUSION WITHOUT THEN WITH IV CONTRAST 
RPID1004 |СТ HEAD NECK ANGIO W IVCON CT HEAD NECK ANGIOGRAPHY WITH IV CONTRAST 
RPID1005  |CT HEAD NECK ANGIO WO & W IVCON CT HEAD NECK ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
CT HEAD NECK ANGIOGRAPHY BRAIN WITHOUT THEN WITH IV 
RPID1006 |СТ HEAD NECK ANGIO BRN WO & W IVCON 
CONTRAST 
RPID1007 |СТ HEAD C SPINE АМСІО BRN W IVCON CT HEAD CERVICAL SPINE ANGIOGRAPHY BRAIN WITH IV CONTRAST 
RPID1008 CT HEAD NECK 3D IMAGE ANGIO BRN WO |СТ HEAD NECK 3D IMAGING PROCESSING ANGIOGRAPHY BRAIN 
& W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1009 CT HEAD 3D IMAGE ANGIO BRN WO & W (СТ HEAD 3D IMAGING PROCESSING ANGIOGRAPHY BRAIN WITHOUT 
IVCON THEN WITH IV CONTRAST 
RPID1010 |СТ ABD SPINE TRAUMA WO IVCON CT ABDOMEN SPINE TRAUMA WITHOUT IV CONTRAST 
CT NECK CHEST ABDOMEN PELVIS ANGIOGRAPHY WITH IV 
RPID1011 [CT NECK CHST ABD PELVIS ANGIO W IVCON 








CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1012 CT NECK 3D IMAGE ANGIO WO & W IVCON CT NECK 3D IMAGING PROCESSING ANGIOGRAPHY WITHOUT THEN 
WITH IV CONTRAST 
RPID1013 CT ABD ANGIO PANC WO & W IVCON CT ABDOMEN ANGIOGRAPHY PANCREAS WITHOUT THEN WITH IV 
CONTRAST 
RPID1014 CT PELVIS 3D IMAGE ANGIO W IVCON CT PELVIS 3D IMAGING PROCESSING ANGIOGRAPHY WITH IV 
CONTRAST 
CT ABDOMEN ANGIOGRAPHY KIDNEY WITHOUT THEN WITH IV 
RPID1015 |СТ ABD ANGIO KIDNEY WO & W IVCON 
CONTRAST 
CT UPPER EXTREMITY LOWER EXTREMITY ANGIOGRAPHY WITH IV 
RPID1016 CT UE LE ANGIO W IVCON 
CONTRAST 
RPID1017 CT UE LE ANGIO WO & W IVCON CT UPPER EXTREMITY LOWER EXTREMITY ANGIOGRAPHY WITHOUT 
THEN WITH IV CONTRAST 
RPID1018 ÍCT UE ANGIO WO & W IVCON CT UPPER EXTREMITY ANGIOGRAPHY WITHOUT THEN WITH IV 
CONTRAST 
RPID1019 CT CHST 3D IMAGE ANGIO COR ARTS W CT CHEST 3D IMAGING PROCESSING ANGIOGRAPHY CORONARY 
IVCON ARTERIES WITH IV CONTRAST 
RPID1020 |СТ ABD PELVIS LO DOSE W IVCON CT ABDOMEN PELVIS LOW DOSE WITH IV CONTRAST 
RPID1021 CT ANGIO VENO PULM VNS W IVCON CT ANGIOGRAPHY VENOGRAPHY PULMONARY VEINS WITH IV 
CONTRAST 
RPID1022 [CT ANGIO VENO W IVCON CT ANGIOGRAPHY VENOGRAPHY WITH IV CONTRAST 
RPID1023 |СТТ SPINE C SPINE L SPINE MYELOG CT THORACIC SPINE CERVICAL SPINE LUMBAR SPINE MYELOGRAPHY 
RPID1024 CT CHST T SPINE C SPINE L SPINE WO CT CHEST THORACIC SPINE CERVICAL SPINE LUMBAR SPINE 
IVCON WITHOUT IV CONTRAST 
RPID1025 CT T SPINE C SPINE L SPINE 3D IMAGE WO |CT THORACIC SPINE CERVICAL SPINE LUMBAR SPINE 3D IMAGING 
& W IVCON PROCESSING WITHOUT THEN WITH IV CONTRAST 
RPID1026 |СТІ LSPINE MYELOG W IVCON CT LUMBAR SPINE MYELOGRAPHY WITH IV CONTRAST 
RPID1027 |СТСН5Т UE VENO W IVCON CT CHEST UPPER EXTREMITY VENOGRAPHY WITH IV CONTRAST 
RPID1028 CT HEAD 3D IMAGE VENO BRN WO & W CT HEAD 3D IMAGING PROCESSING VENOGRAPHY BRAIN WITHOUT 
IVCON THEN WITH IV CONTRAST 
CT LOWER EXTREMITY VENOGRAPHY WITHOUT THEN WITH IV 
RPID1029 [CT LE VENO WO & W IVCON 
CONTRAST 
CT PELVIS LOWER EXTREMITY ANGIOGRAPHY VENOGRAPHY WITH 
RPID1030 [CT PELVIS LE ANGIO VENO W IVCON 
IV CONTRAST 
RPID1031 [CT UE VENO W IVCON CT UPPER EXTREMITY VENOGRAPHY WITH IV CONTRAST 
RPID1032 |СТ HEAD ABD PELVIS WO IVCON CT HEAD ABDOMEN PELVIS WITHOUT IV CONTRAST 
RPID1033 |СТ HEAD CHST WO IVCON CT HEAD CHEST WITHOUT IV CONTRAST 
RPID1034 |СТ HEAD VENO W IVCON CT HEAD VENOGRAPHY WITH IV CONTRAST 
RPID1035 |СТ HEAD ABD PELVIS W IVCON CT HEAD ABDOMEN PELVIS WITH IV CONTRAST 
RPID1036 |СТ HEAD CHST W IVCON CT HEAD CHEST WITH IV CONTRAST 
RPID1037 |СТ HEAD RESEARCH WO IVCON CT HEAD RESEARCH WITHOUT IV CONTRAST 
RPID1038 |СТ HEAD ABD PELVIS VENO W IVCON CT HEAD ABDOMEN PELVIS VENOGRAPHY WITH IV CONTRAST 
RPID1039 [CT PELVIS CYSTGRPHY BLADDER CT PELVIS CYSTOGRAPHY BLADDER 
RPID1040 |СТ ABD PELVIS CYSTGRPHY BLADDER CT ABDOMEN PELVIS CYSTOGRAPHY BLADDER 
RPID1041 |СТ CHST ABD ANGIO HEART W IVCON CT CHEST ABDOMEN ANGIOGRAPHY HEART WITH IV CONTRAST 
RPID1042 CT CHST ANGIO COR ARTS CALC SCORE WO |CT CHEST ANGIOGRAPHY CORONARY ARTERIES CALCIUM SCORE 
& W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1043 |СТ CHST HEART CT CHEST HEART 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1044 |СТ CHST COR ARTS EMBO W IVCON CT CHEST CORONARY ARTERIES EMBOLISM WITH IV CONTRAST 
RPID1045 |СТ CHST HEART PERI CARD CENT CT CHEST HEART PERICARDIOCENTESIS 
RPID1046 CT CHST HI RES COR ARTS CALC SCORE WO |СТ CHEST HIGH RESOLUTION CORONARY ARTERIES CALCIUM SCORE 
IVCON WITHOUT IV CONTRAST 
RPID1047 CT CHST ABD MULTIPH COR ARTS WO & W |CT CHEST ABDOMEN MULTIPHASE CORONARY ARTERIES WITHOUT 
IVCON THEN WITH IV CONTRAST 
RPID1048 |СТ CHST ABD COR ARTS EMBO W IVCON CT CHEST ABDOMEN CORONARY ARTERIES EMBOLISM WITH IV 
CONTRAST 
RPID1049 CT CHST ABD PELVIS ANGIO COR ARTSW |СТ CHEST ABDOMEN PELVIS ANGIOGRAPHY CORONARY ARTERIES 
IVCON WITH IV CONTRAST 
RPID1050 |СТ ABD ADRNL CT ABDOMEN ADRENAL 
RPID1051 |СТ CHST HEART PREOP CT CHEST HEART PRE OP 
RPID1052 CT ABD PELVIS ENTERO MULTIPH WO & W |CT ABDOMEN PELVIS ENTEROGRAPHY MULTIPHASE WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID1053 |СТ CHST PERFUS HEART WO & W IVCON CT CHEST PERFUSION HEART WITHOUT THEN WITH IV CONTRAST 
RPID1054 CT NECK CHST ANGIO RESEARCH COR ARTS |CT NECK CHEST ANGIOGRAPHY RESEARCH CORONARY ARTERIES 
W IVCON WITH IV CONTRAST 
RPID1055 CT CHST LO DOSE ANGIO COR ARTS W CT CHEST LOW DOSE ANGIOGRAPHY CORONARY ARTERIES WITH IV 
IVCON CONTRAST 
RPID1056 [CT CHST C SPINE HEART W IVCON CT CHEST CERVICAL SPINE HEART WITH IV CONTRAST 
RPID1057 [CT CHST HEART HEL SCN MODE CT CHEST HEART HELICAL SCAN MODE 
RPID1058 |СТ CHST HEART SEQ SCN MODE CT CHEST HEART SEQUENTIAL SCAN MODE 
RPID1059 |СТ CHST SPINE HEART WO IVCON CT CHEST SPINE HEART WITHOUT IV CONTRAST 
RPID1060 |СТ ABD PELVIS ENTERO WO IVCON CT ABDOMEN PELVIS ENTEROGRAPHY WITHOUT IV CONTRAST 
RPID1061 (СТ CHST ABD COR ARTS W IVCON CT CHEST ABDOMEN CORONARY ARTERIES WITH IV CONTRAST 
RPID1062 [CT PEDS CHST HEART CT PEDIATRIC CHEST HEART 
RPID1063 |СТ CHST ABD ANGIO WO IVCON CT CHEST ABDOMEN ANGIOGRAPHY WITHOUT IV CONTRAST 
RPID1064 |СТ CHST HEART SCREEN CT CHEST HEART SCREENING 
RPID1065 CT ABD PELVIS LO DOSE ENTERO W IVCON CT ABDOMEN PELVIS LOW DOSE ENTEROGRAPHY WITH IV 
CONTRAST 
CT ABD PELVIS LO DOSE ENTERO WO CT ABDOMEN PELVIS LOW DOSE ENTEROGRAPHY WITHOUT IV 
ач IVCON CONTRAST 
CT ABD PELVIS LO DOSE KIDNEY CALC WO |СТ ABDOMEN PELVIS LOW DOSE KIDNEY CALCULUS WITHOUT IV 
REIDIDeT IVCON CONTRAST 
RPID1068 [CT DONOR WO & W IVCON CT DONOR WITHOUT THEN WITH IV CONTRAST 
CT HEAD ANGIO BRN DUAL ENG CT W CT HEAD ANGIOGRAPHY BRAIN DUAL ENERGY CT WITH IV 
REID IR? IVCON CONTRAST 
СТ CHST PULM ARTS EMBO DUAL ENG CT |CT CHEST PULMONARY ARTERIES EMBOLISM DUAL ENERGY CT 
и W IVCON WITH IV CONTRAST 
CT PELVIS LE ANGIO DUAL ENG CT W CT PELVIS LOWER EXTREMITY ANGIOGRAPHY DUAL ENERGY CT 
Верт. IVCON WITH IV CONTRAST 
RPID1072 {CT LE GOUT DUAL ENG CT WO IVCON CT LOWER EXTREMITY GOUT DUAL ENERGY CT WITHOUT IV 
CONTRAST 
RPID1073 CT ABD MULTIPH PANC DUAL ENG CT WO |СТ ABDOMEN MULTIPHASE PANCREAS DUAL ENERGY CT WITHOUT 
& W IVCON THEN WITH IV CONTRAST 
RPID1074 |СТ CHST DUAL ENG CT CT CHEST DUAL ENERGY CT 
RPID1075 CT ABD PELVIS KIDNEY CALC DUAL ENG CT |CT ABDOMEN PELVIS KIDNEY CALCULUS DUAL ENERGY CT WITHOUT 





WO IVCON 





IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1076 |СТ ABD KIDNEY DUAL ENG CT W IVCON CT ABDOMEN KIDNEY DUAL ENERGY CT WITH IV CONTRAST 
RPID1077 CT ABD MULTIPH KIDNEY DUAL ENG CT WO |CT ABDOMEN MULTIPHASE KIDNEY DUAL ENERGY CT WITHOUT 
& W IVCON THEN WITH IV CONTRAST 
RPID1078 [CT DUAL ENG CT CT DUAL ENERGY CT 
RPID1079  |CT ABD KIDNEY DUAL ENG CT CT ABDOMEN KIDNEY DUAL ENERGY CT 
RPID1080 |СТ NECK ANGIO DUAL ENG CT W IVCON CT NECK ANGIOGRAPHY DUAL ENERGY CT WITH IV CONTRAST 
RPID1081 |СТ SPINE DUAL ENG CT WO IVCON CT SPINE DUAL ENERGY CT WITHOUT IV CONTRAST 
RPID1082  |CT GOUT DUAL ENG CT CT GOUT DUAL ENERGY CT 
RPID1083 И ARE ЕО DURER CTW СТ CHEST ABDOMEN PELVIS DUAL ENERGY CT WITH IV CONTRAST 
CT ABD ANGIO KIDNEY DUAL ENG CT W CT ABDOMEN ANGIOGRAPHY KIDNEY DUAL ENERGY CT WITH IV 
RPID1094 IVCON CONTRAST 
RPID1085 |СТ ANGIO DUAL ENG CT W IVCON CT ANGIOGRAPHY DUAL ENERGY CT WITH IV CONTRAST 
RPID1086 СТ PELVIS LE HIP DUAL ENG CT WO IVCON CT PELVIS LOWER EXTREMITY HIP DUAL ENERGY CT WITHOUT IV 
CONTRAST 
RPID1087 CT UE SHLDER DUAL ENG CT WO IVCON CT UPPER EXTREMITY SHOULDER DUAL ENERGY CT WITHOUT IV 
CONTRAST 
CT ABD PELVIS ENTERO DUAL ENG CT W CT ABDOMEN PELVIS ENTEROGRAPHY DUAL ENERGY CT WITH IV 
REID IgE IVCON CONTRAST 
RPID1089 [CT CHST LTD NODULE DUAL ENG CT CT CHEST LIMITED NODULE DUAL ENERGY CT 
CT ABD PELVIS URO DUAL ENG CT WO & W |CT ABDOMEN PELVIS UROGRAPHY DUAL ENERGY CT WITHOUT 
ЕРЕ IVCON THEN WITH IV CONTRAST 
CT ABD MULTIPH LIVER DUAL ENG CT WO |СТ ABDOMEN MULTIPHASE LIVER DUAL ENERGY CT WITHOUT THEN 
а & W IVCON WITH IV CONTRAST 
RPID1092 |СТТ SPINE GOUT DUAL ENG CT WO IVCON |CT THORACIC SPINE GOUT DUAL ENERGY CT WITHOUT IV CONTRAST 
RPID1093 CT UE GOUT DUAL ENG CT WO IVCON CT UPPER EXTREMITY GOUT DUAL ENERGY CT WITHOUT IV 
CONTRAST 
RPID1094 |СТ ABD DUAL ENG CT CT ABDOMEN DUAL ENERGY CT 
RPID1095 CT HEAD NECK ANGIO BRN DUAL ENG CT W |CT HEAD NECK ANGIOGRAPHY BRAIN DUAL ENERGY CT WITH IV 
IVCON CONTRAST 
RPID1096 |СТ HEAD BRN DUAL ENG CT WO IVCON CT HEAD BRAIN DUAL ENERGY CT WITHOUT IV CONTRAST 
RPID1097 |СТ ABD PELVIS DUAL ENG CT W IVCON CT ABDOMEN PELVIS DUAL ENERGY CT WITH IV CONTRAST 
CT ABD PELVIS ANGIO DUAL ENG CT W CT ABDOMEN PELVIS ANGIOGRAPHY DUAL ENERGY CT WITH IV 
BEDI IVCON CONTRAST 
CT CHST ABD PELVIS ANGIO DUAL ENG СТ |CT CHEST ABDOMEN PELVIS ANGIOGRAPHY DUAL ENERGY CT WITH 
REID tO? W IVCON IV CONTRAST 
RPID1100 |СТ ABD LIVER DUAL ENG CT CT ABDOMEN LIVER DUAL ENERGY CT 
CT CHST ABD PELVIS ANGIO DUAL ENG CT |CT CHEST ABDOMEN PELVIS ANGIOGRAPHY DUAL ENERGY CT 
на WO & W IVCON WITHOUT THEN WITH IV CONTRAST 
ВРІО1102 CT LE FOOT DUAL ENG CT WO IVCON CT LOWER EXTREMITY FOOT DUAL ENERGY CT WITHOUT IV 
CONTRAST 
CT UE HAND GOUT DUAL ENG CT WO CT UPPER EXTREMITY HAND GOUT DUAL ENERGY CT WITHOUT IV 
BEIDE IVCON CONTRAST 
RPID1104 CT LE KNEE DUAL ENG CT WO IVCON CT LOWER EXTREMITY KNEE DUAL ENERGY CT WITHOUT IV 
CONTRAST 
RPID1105 CT LE ANGIO DUAL ENG CT W IVCON CT LOWER EXTREMITY ANGIOGRAPHY DUAL ENERGY CT WITH IV 
CONTRAST 
RPID1106 |СТ ABD PELVIS URO ANGIO WO & W IVCON CT ABDOMEN PELVIS UROGRAPHY ANGIOGRAPHY WITHOUT THEN 








WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1107 |СТ HEAD CHST ABD PELVIS BRN WO IVCON |CT HEAD CHEST ABDOMEN PELVIS BRAIN WITHOUT IV CONTRAST 
RPID1108 |СТ HEAD NECK IAC W IVCON CT HEAD NECK INTERNAL AUDITORY CANAL WITH IV CONTRAST 
RPID1109 CT CHST PULM ARTS EMBO WO IVCON CT CHEST PULMONARY ARTERIES EMBOLISM WITHOUT IV 
CONTRAST 
RPID1110 [CT UE ELBOW WO & W IVCON CT UPPER EXTREMITY ELBOW WITHOUT THEN WITH IV CONTRAST 
RPID1111 |СТ ABD KIDNEY CANCER W IVCON CT ABDOMEN KIDNEY MALIGNANT NEOPLASM WITH IV CONTRAST 
RPID1112 [CT CHST DSCGRM W IVCON CT CHEST DISCOGRAPHY WITH IV CONTRAST 
RPID1113 (СТ HEAD NECK FACL BNS W IVCON CT HEAD NECK FACIAL BONES WITH IV CONTRAST 
RPID1114  |CT HEAD FACL BNS WO & W IVCON CT HEAD FACIAL BONES WITHOUT THEN WITH IV CONTRAST 
RPID1115 |СТТ SPINE LE L SPINE FOOT WO IVCON CT THORACIC SPINE LOWER EXTREMITY LUMBAR SPINE FOOT 
WITHOUT IV CONTRAST 
RPID1116 |СТ NECK С SPINE ANGIO W IVCON CT NECK CERVICAL SPINE ANGIOGRAPHY WITH IV CONTRAST 
RPID1117 |СТ HEAD CHST FACL BNS WO IVCON CT HEAD CHEST FACIAL BONES WITHOUT IV CONTRAST 
RPID1118 CT HEAD CHST C SPINE FACL BNS WO CT HEAD CHEST CERVICAL SPINE FACIAL BONES WITHOUT IV 
IVCON CONTRAST 
RPID1119 CT HEAD NECK CHST С SPINE ANGIO РАСЫ |СТ HEAD NECK CHEST CERVICAL SPINE ANGIOGRAPHY FACIAL 
BNS W IVCON BONES WITH IV CONTRAST 
RPID1120 |СТ HEAD NECK CANCER W IVCON CT HEAD NECK MALIGNANT NEOPLASM WITH IV CONTRAST 
RPID1121 |СТ UE HAND W IVCON CT UPPER EXTREMITY HAND WITH IV CONTRAST 
RPID1122 |CT UE HAND WO & W IVCON CT UPPER EXTREMITY HAND WITHOUT THEN WITH IV CONTRAST 
RPID1123 |СТ HEAD NECK WO IVCON CT HEAD NECK WITHOUT IV CONTRAST 
RPID1124 |СТ HEAD C SPINE WO IVCON CT HEAD CERVICAL SPINE WITHOUT IV CONTRAST 
RPID1125 |СТ HEAD SPINE WO IVCON CT HEAD SPINE WITHOUT IV CONTRAST 
RPID1126 |СТ HEAD NECK VENO W IVCON CT HEAD NECK VENOGRAPHY WITH IV CONTRAST 
RPID1127 [CT LE LEG WO IVCON CT LOWER EXTREMITY LOWER LEG WITHOUT IV CONTRAST 
RPID1128 (СТ HEAD NECK BRN WO IVCON CT HEAD NECK BRAIN WITHOUT IV CONTRAST 
RPID1129 |СТ HEAD ABD PELVIS BRN WO IVCON CT HEAD ABDOMEN PELVIS BRAIN WITHOUT IV CONTRAST 
RPID1130 |СТ HEAD PELVIS BRN WO IVCON CT HEAD PELVIS BRAIN WITHOUT IV CONTRAST 
RPID1131 CT HEAD NECK ANGIO VENO BRN W IVCON CT HEAD NECK ANGIOGRAPHY VENOGRAPHY BRAIN WITH IV 
CONTRAST 
RPID1132 |СТ HEAD CHST ABD PELVIS BRN W IVCON [СТ HEAD CHEST ABDOMEN PELVIS BRAIN WITH IV CONTRAST 
RPID1133 |СТ HEAD PERFUS BRN CT HEAD PERFUSION BRAIN 
RPID1134 |СТ HEAD VENO BRN WO IVCON CT HEAD VENOGRAPHY BRAIN WITHOUT IV CONTRAST 
RPID1135 CT HEAD NECK C SPINE ANGIO BRN WO & |СТ HEAD NECK CERVICAL SPINE ANGIOGRAPHY BRAIN WITHOUT 
W IVCON THEN WITH IV CONTRAST 
RPID1136 |СТ HEAD CHST BRN WO IVCON CT HEAD CHEST BRAIN WITHOUT IV CONTRAST 
RPID1137 |СТ HEAD C SPINE BRN WO IVCON CT HEAD CERVICAL SPINE BRAIN WITHOUT IV CONTRAST 
RPID1138 |СТ HEAD NECK C SPINE BRN W IVCON CT HEAD NECK CERVICAL SPINE BRAIN WITH IV CONTRAST 
RPID1139 |СТ HEAD BRN SCREEN WO IVCON CT HEAD BRAIN SCREENING WITHOUT IV CONTRAST 
RPID1140 |СТНІ RES WO IVCON CT HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1141 CT ABD ANGIO LIVER DONOR WO & W CT ABDOMEN ANGIOGRAPHY LIVER DONOR WITHOUT THEN WITH 
IVCON IV CONTRAST 
RPID1142 |СТНІ RES WO & W IVCON CT HIGH RESOLUTION WITHOUT THEN WITH IV CONTRAST 
CT PELVIS LOWER EXTREMITY HIP WITHOUT THEN WITH IV 
RPID1143  |CT PELVIS LE HIP WO & W IVCON 
CONTRAST 
RPID1144 |СТ CANCER W IVCON CT MALIGNANT NEOPLASM WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1145 CT UE HUMERUS WO & W IVCON CT UPPER EXTREMITY HUMERUS WITHOUT THEN WITH IV 
CONTRAST 
RPID1146 |СТ UE HUMERUS W IVCON CT UPPER EXTREMITY HUMERUS WITH IV CONTRAST 
RPID1147 |СТ ABD LO DOSE WO IVCON CT ABDOMEN LOW DOSE WITHOUT IV CONTRAST 
RPID1148 [CT PEDS HEAD RECON ORBITS W IVCON CT PEDIATRIC HEAD RECONSTRUCTION ORBITS WITH IV CONTRAST 
RPID1149 |СТ HEAD ANGIO VENO BRN W IVCON CT HEAD ANGIOGRAPHY VENOGRAPHY BRAIN WITH IV CONTRAST 
RPID1150 [CT PEDS HEAD CRANIO SYN WO IVCON CT PEDIATRIC HEAD CRANIOSYNOSTOSIS WITHOUT IV CONTRAST 
RPID1151 (СТ HEAD LO DOSE BRN WO IVCON CT HEAD LOW DOSE BRAIN WITHOUT IV CONTRAST 
RPID1152 |СТ HEAD 3D IMAGE BRN WO IVCON CT HEAD 3D IMAGING PROCESSING BRAIN WITHOUT IV CONTRAST 
RPID1153 CT HEAD LO DOSE PERFUS BRN WO & W CT HEAD LOW DOSE PERFUSION BRAIN WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID1154 |СТ HEAD LO DOSE ANGIO BRN W IVCON CT HEAD LOW DOSE ANGIOGRAPHY BRAIN WITH IV CONTRAST 
RPID1155 |СТ HEAD LO DOSE FACL BNS WO IVCON CT HEAD LOW DOSE FACIAL BONES WITHOUT IV CONTRAST 
RPID1156 |СТ HEAD FACL BNS WO IVCON CT HEAD FACIAL BONES WITHOUT IV CONTRAST 
RPID1157 |СТ HEAD LO DOSE BRN WO & W IVCON CT HEAD LOW DOSE BRAIN WITHOUT THEN WITH IV CONTRAST 
RPID1158 |СТ HEAD LO DOSE ORBITS WO IVCON CT HEAD LOW DOSE ORBITS WITHOUT IV CONTRAST 
RPID1159  |CT PEDS HEAD LO DOSE BRN WO IVCON CT PEDIATRIC HEAD LOW DOSE BRAIN WITHOUT IV CONTRAST 
RPID1160 CT PEDS HEAD LO DOSE FACL BNS WO CT PEDIATRIC HEAD LOW DOSE FACIAL BONES WITHOUT IV 
IVCON CONTRAST 
RPID1161 (СТ HEAD SPINE BRN WO IVCON CT HEAD SPINE BRAIN WITHOUT IV CONTRAST 
RPID1162  |CT PEDS ABD LIVER CT PEDIATRIC ABDOMEN LIVER 
RPID1163 CT HEAD 3D IMAGE FACL BNS WO IVCON CT HEAD 3D IMAGING PROCESSING FACIAL BONES WITHOUT IV 
CONTRAST 
RPID1164 CT PEDS HEAD 3D IMAGE BRN WO IVCON CT PEDIATRIC HEAD 3D IMAGING PROCESSING BRAIN WITHOUT IV 
CONTRAST 
RPID1165 CT HEAD C SPINE IAC WO IVCON CT HEAD CERVICAL SPINE INTERNAL AUDITORY CANAL WITHOUT IV 
CONTRAST 
RPID1166 [CT PEDS HEAD L SPINE BRN WO IVCON CT PEDIATRIC HEAD LUMBAR SPINE BRAIN WITHOUT IV CONTRAST 
RPID1167 CT HEAD NECK СН5Т ABD PELVIS ANGIO W |СТ HEAD NECK CHEST ABDOMEN PELVIS ANGIOGRAPHY WITH IV 
IVCON CONTRAST 
RPID1168 |СТ PEDS HEAD SPINE BRN WO IVCON CT PEDIATRIC HEAD SPINE BRAIN WITHOUT IV CONTRAST 
RPID1169 [CT HEAD RECON TMP BON WO IVCON CT HEAD RECONSTRUCTION TEMPORAL BONE WITHOUT IV 
CONTRAST 
RPID1170 CT HEAD MULTI PLAN REF РАСЕ BNS WO & |CT HEAD MULTI-PLANAR REFORMATION FACIAL BONES WITHOUT 
W IVCON THEN WITH IV CONTRAST 
RPID1171 CT CHST ABD PELVIS URO WO & W IVCON CT CHEST ABDOMEN PELVIS UROGRAPHY WITHOUT THEN WITH IV 
CONTRAST 
RPID1172 [CT LE KNEE WO & W IVCON CT LOWER EXTREMITY KNEE WITHOUT THEN WITH IV CONTRAST 
RPID1173 СТ ABD PELVIS CYSTGRPHY BLADDER WO |СТ ABDOMEN PELVIS CYSTOGRAPHY BLADDER WITHOUT IV 
IVCON CONTRAST 
RPID1174 [CT PELVIS L SPINE WO IVCON CT PELVIS LUMBAR SPINE WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1175 CT LSPINE 3D IMAGE WO IVCON CT LUMBAR SPINE 3D IMAGING PROCESSING WITHOUT IV 
CONTRAST 
RPID1176 [CT LS SPINE MYELOG CT LUMBOSACRAL SPINE MYELOGRAPHY 
RPID1177 [CT UE FOREARM W IVCON CT UPPER EXTREMITY FOREARM WITH IV CONTRAST 
RPID1178 |СТ ABD PELVIS ADRNL CT ABDOMEN PELVIS ADRENAL 
RPID1179 CT LE LEG CANCER WO IVCON CT LOWER EXTREMITY LOWER LEG MALIGNANT NEOPLASM 
WITHOUT IV CONTRAST 
RPID1180 ICT HEAD LE THIGH WO & W IVCON CT HEAD LOWER EXTREMITY THIGH WITHOUT THEN WITH IV 
CONTRAST 
RPID1181 CT CHST ABD PELVIS MULTIPH WO & W CT CHEST ABDOMEN PELVIS MULTIPHASE WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID1182 |СТ NECK TRACH CT NECK TRACHEA 
RPID1183  |CT ABD LIVER W IVCON CT ABDOMEN LIVER WITH IV CONTRAST 
RPID1184  |CT CHST PELVIS W IVCON CT CHEST PELVIS WITH IV CONTRAST 
RPID1185  |CT LO DOSE CT LOW DOSE 
CT LOWER EXTREMITY MULTI-PLANAR REFORMATION WITHOUT IV 
RPID1186  |CT LE MULTI PLAN REF WO IVCON 
CONTRAST 
RPID1187 [CT LE LEG W IVCON CT LOWER EXTREMITY LOWER LEG WITH IV CONTRAST 
CT UPPER EXTREMITY 3D IMAGING PROCESSING SHOULDER 
RPID1188 (СТ UE Зр IMAGE SHLDER WO IVCON 
WITHOUT IV CONTRAST 
RPID1189 (СТ UE RESEARCH WRIST WO IVCON CT UPPER EXTREMITY RESEARCH WRIST WITHOUT IV CONTRAST 
RPID1190 [CT CHST L SPINE MEDIAST WO IVCON CT CHEST LUMBAR SPINE MEDIASTINUM WITHOUT IV CONTRAST 
RPID1191 [CT CHST LTD NODULE WO IVCON CT CHEST LIMITED NODULE WITHOUT IV CONTRAST 
RPID1192 (СТ СНТ LO DOSE LTD NODULE CT CHEST LOW DOSE LIMITED NODULE 
RPID1193 |СТІЕНІ RES WO IVCON CT LOWER EXTREMITY HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1194 [CT ABD LE WO IVCON CT ABDOMEN LOWER EXTREMITY WITHOUT IV CONTRAST 
RPID1195 [CT PEDS LE WO IVCON CT PEDIATRIC LOWER EXTREMITY WITHOUT IV CONTRAST 
RPID1196  |CT LE LNG BONE WO IVCON CT LOWER EXTREMITY LONG BONE WITHOUT IV CONTRAST 
RPID1197 [CT LE LTD WO IVCON CT LOWER EXTREMITY LIMITED WITHOUT IV CONTRAST 
RPID1198 CT LE TRAUMA WO IVCON CT LOWER EXTREMITY TRAUMA WITHOUT IV CONTRAST 
RPID1199  |CT PEDS LE ANKLE WO IVCON CT PEDIATRIC LOWER EXTREMITY ANKLE WITHOUT IV CONTRAST 
RPID1200 CT LE HI RES FOOT WO IVCON CT LOWER EXTREMITY HIGH RESOLUTION FOOT WITHOUT IV 
CONTRAST 
RPID1201 |СТІЕ ARTHRO KNEE CT LOWER EXTREMITY ARTHROGRAPHY KNEE 
RPID1202 |CT PEDS LE KNEE WO IVCON CT PEDIATRIC LOWER EXTREMITY KNEE WITHOUT IV CONTRAST 
RPID1203 [CT LE L SPINE WO IVCON CT LOWER EXTREMITY LUMBAR SPINE WITHOUT IV CONTRAST 
RPID1204 |СТ HEAD ANGIO BRN WO IVCON CT HEAD ANGIOGRAPHY BRAIN WITHOUT IV CONTRAST 
RPID1205 [CT SPINE MYELOG W IVCON CT SPINE MYELOGRAPHY WITH IV CONTRAST 
RPID1206 |СТ HEAD NECK CHST ABD PELVIS W IVCON |СТ HEAD NECK CHEST ABDOMEN PELVIS WITH IV CONTRAST 
RPID1207 |СТ HEAD NECK MAX FACIAL W IVCON CT HEAD NECK MAXILLOFACIAL WITH IV CONTRAST 
RPID1208 |СТ NECK THY GLND W IVCON CT NECK THYROID GLAND WITH IV CONTRAST 
RPID1209 |СТ NECK VOCAL CORD WO IVCON CT NECK VOCAL CORD WITHOUT IV CONTRAST 
RPID1210 |СТ ABD MULTIPH SCREEN WO & W IVCON CT ABDOMEN MULTIPHASE SCREENING WITHOUT THEN WITH IV 
CONTRAST 
RPID1211 |СТ NECK CHST ABD W IVCON CT NECK CHEST ABDOMEN WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1212 CT CHST ABD PELVIS RECON TRAUMA W CT CHEST ABDOMEN PELVIS RECONSTRUCTION TRAUMA WITH IV 
IVCON CONTRAST 
RPID1213 s NECICANGIO аҚ АМЕН СТ HEAD NECK ANGIOGRAPHY CIRCLE OF WILLIS WITH IV CONTRAST 
RPID1214 |СТ NECK CHST LTD W IVCON CT NECK CHEST LIMITED WITH IV CONTRAST 
RPID1215 CT CHST ABD MULTIPH LIVER FOLL UP WO |СТ CHEST ABDOMEN MULTIPHASE LIVER FOLLOW-UP PROCEDURE 
& W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1216 [CT NECK CHST AIRWAY W IVCON CT NECK CHEST AIRWAY WITH IV CONTRAST 
RPID1217 [CT PEDS NECK CHST ABD PELVIS W IVCON  |CT PEDIATRIC NECK CHEST ABDOMEN PELVIS WITH IV CONTRAST 
RPID1218  |CT PEDS NECK CHST W IVCON CT PEDIATRIC NECK CHEST WITH IV CONTRAST 
RPID1219 [CT NECK MULTIPH WO & W IVCON CT NECK MULTIPHASE WITHOUT THEN WITH IV CONTRAST 
RPID1220 |СТ NECK VOCAL CORD WO & W IVCON CT NECK VOCAL CORD WITHOUT THEN WITH IV CONTRAST 
RPID1221 [CT NECK LO DOSE W IVCON CT NECK LOW DOSE WITH IV CONTRAST 
RPID1222 [CT ABD LE ANGIO W IVCON CT ABDOMEN LOWER EXTREMITY ANGIOGRAPHY WITH IV 
CONTRAST 
RPID1223 |СТ ABD PELVIS THY GLND WO IVCON CT ABDOMEN PELVIS THYROID GLAND WITHOUT IV CONTRAST 
RPID1224 [CT PELVIS LE KNEE W IVCON CT PELVIS LOWER EXTREMITY KNEE WITH IV CONTRAST 
RPID1225 |СТ ABD ANGIO ADRNL W IVCON CT ABDOMEN ANGIOGRAPHY ADRENAL WITH IV CONTRAST 
RPID1226 CT PELVIS LE ANGIO KNEE W IVCON CT PELVIS LOWER EXTREMITY ANGIOGRAPHY KNEE WITH IV 
CONTRAST 
RPID1227 [CT PELVIS LE LEG WO IVCON CT PELVIS LOWER EXTREMITY LOWER LEG WITHOUT IV CONTRAST 
RPID1228 [CT PELVIS LE WO IVCON CT PELVIS LOWER EXTREMITY WITHOUT IV CONTRAST 
RPID1229 CT PELVIS LE 3D IMAGE HIP WO IVCON CT PELVIS LOWER EXTREMITY 3D IMAGING PROCESSING HIP 
WITHOUT IV CONTRAST 
RPID1230 |СТ ABD MULTIPH ANGIO WO & W IVCON CT ABDOMEN MULTIPHASE ANGIOGRAPHY WITHOUT THEN WITH IV 
CONTRAST 
RPID1231 CT CHST ABD MULTIPH LIVER WO & W CT CHEST ABDOMEN MULTIPHASE LIVER WITHOUT THEN WITH IV 
IVCON CONTRAST 
СТ ABD C SPINE MULTIPH LIVER WO & W СТ ABDOMEN CERVICAL SPINE MULTIPHASE LIVER WITHOUT THEN 
а IVCON WITH IV CONTRAST 
RPID1233 CT NECK CHST ABD PELVIS MULTIPH WO & |CT NECK CHEST ABDOMEN PELVIS MULTIPHASE WITHOUT THEN 
W IVCON WITH IV CONTRAST 
RPID1234 [CT LS SPINE T SPINE MYELOG CT LUMBOSACRAL SPINE THORACIC SPINE MYELOGRAPHY 
RPID1235  |CT ABD LIVER PREOP CT ABDOMEN LIVER PRE OP 
RPID1236 CT HEAD NECK VENO IAC W IVCON CT HEAD NECK VENOGRAPHY INTERNAL AUDITORY CANAL WITH IV 
CONTRAST 
RPID1237 [CT PELVIS 3D IMAGE CT PELVIS 3D IMAGING PROCESSING 
RPID1238  |CT SPINE PELVIS LE HIP WO IVCON CT SPINE PELVIS LOWER EXTREMITY HIP WITHOUT IV CONTRAST 
RPID1239 |СТ ABD PELVIS ANGIO WO IVCON CT ABDOMEN PELVIS ANGIOGRAPHY WITHOUT IV CONTRAST 
RPID1240 |СТ CHST COR ARTS CT CHEST CORONARY ARTERIES 
RPID1241 |СТВОМЕ CT BONE 
RPID1242 [CT NECK LRNX W IVCON CT NECK LARYNX WITH IV CONTRAST 
RPID1243  |CT ABD LIVER CANCER W IVCON CT ABDOMEN LIVER MALIGNANT NEOPLASM WITH IV CONTRAST 
RPID1244 СТ ABD PELVIS LE LEG WO IVCON CT ABDOMEN PELVIS LOWER EXTREMITY LOWER LEG WITHOUT IV 
CONTRAST 
RPID1245 |СТ CHST 3D IMAGE AIRWAY CT CHEST 3D IMAGING PROCESSING AIRWAY 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1246 CT CHST LE LEG EMBO W IVCON CT CHEST LOWER EXTREMITY LOWER LEG EMBOLISM WITH IV 
CONTRAST 
RPID1247 CT CHST ABD PELVIS LE LEG EMBO W CT CHEST ABDOMEN PELVIS LOWER EXTREMITY LOWER LEG 
IVCON EMBOLISM WITH IV CONTRAST 
RPID1248 CT CHST T SPINE RECON WO IVCON CT CHEST THORACIC SPINE RECONSTRUCTION WITHOUT IV 
CONTRAST 
RPID1249 |СТ ABD LO DOSE CT ABDOMEN LOW DOSE 
RPID1250 CT PELVIS LE KNEE PROSTH WO IVCON CT PELVIS LOWER EXTREMITY KNEE PROSTHESIS WITHOUT IV 
CONTRAST 
RPID1251 СТ CHST HI RES ANGIO WO IVCON CT CHEST HIGH RESOLUTION ANGIOGRAPHY WITHOUT IV 
CONTRAST 
RPID1252 s VENO BRN:DUAL ENGET W CT HEAD VENOGRAPHY BRAIN DUAL ENERGY CT WITH IV CONTRAST 
RPID1253 |СТ ARTHRO CT ARTHROGRAPHY 
RPID1254  |CT ABD LTD KIDNEY W IVCON CT ABDOMEN LIMITED KIDNEY WITH IV CONTRAST 
RPID1255 ІСТ HEAD PELVIS LE ANGIO W IVCON CT HEAD PELVIS LOWER EXTREMITY ANGIOGRAPHY WITH IV 
CONTRAST 
RPID1256 [CT SCREEN CT SCREENING 
RPID1257 |СТ HEAD STERTXS LOCALIZ CT HEAD STEREOTACTIC LOCALIZATION 
RPID1258 |СТ NECK СНТ ABD PELVIS WO & W IVCON CT NECK CHEST ABDOMEN PELVIS WITHOUT THEN WITH IV 
CONTRAST 
RPID1259 |СТ NECK CHST WO & W IVCON CT NECK CHEST WITHOUT THEN WITH IV CONTRAST 
RPID1260 |СТ ABD PELVIS BLADDER CT ABDOMEN PELVIS BLADDER 
RPID1261 [CT TRAUMA CT TRAUMA 
CT PEDIATRIC UPPER EXTREMITY SHOULDER WITHOUT IV 
RPID1262  |CT PEDS UE SHLDER WO IVCON 
CONTRAST 
RPID1263 |СТ UE SHLDER TRAUMA WO IVCON CT UPPER EXTREMITY SHOULDER TRAUMA WITHOUT IV CONTRAST 
RPID1264 CT CHST ABD PELVIS MULTIPH LIVER WO & |CT CHEST ABDOMEN PELVIS MULTIPHASE LIVER WITHOUT THEN 
W IVCON WITH IV CONTRAST 
RPID1265 CT NECK CHST ABD PELVIS LE FOOT W CT NECK CHEST ABDOMEN PELVIS LOWER EXTREMITY FOOT WITH 
IVCON IV CONTRAST 
RPID1266 CT CHST ABD PELVIS MULTIPH PANC WO & |CT CHEST ABDOMEN PELVIS MULTIPHASE PANCREAS WITHOUT 
W IVCON THEN WITH IV CONTRAST 
RPID1267 CT CHST ABD PELVIS MULTIPH KIDNEY WO |СТ CHEST ABDOMEN PELVIS MULTIPHASE KIDNEY WITHOUT THEN 
& W IVCON WITH IV CONTRAST 
RPID1268 СТ CSPINE L SPINE WO IVCON CT CERVICAL SPINE LUMBAR SPINE WITHOUT IV CONTRAST 
RPID1269 |СТ ABD ADRNL FOLL UP CT ABDOMEN ADRENAL FOLLOW-UP PROCEDURE 
RPID1270 [CT C SPINE LO DOSE WO IVCON CT CERVICAL SPINE LOW DOSE WITHOUT IV CONTRAST 
RPID1271 [CT LSPINE LTD WO IVCON CT LUMBAR SPINE LIMITED WITHOUT IV CONTRAST 
RPID1272 |CT T SPINE LO DOSE WO IVCON CT THORACIC SPINE LOW DOSE WITHOUT IV CONTRAST 
RPID1273 CT HEAD 3D IMAGE MAX FACIAL WO CT HEAD 3D IMAGING PROCESSING MAXILLOFACIAL WITHOUT IV 
IVCON CONTRAST 
RPID1274 |СТТ SPINE PELVIS L SPINE WO IVCON CT THORACIC SPINE PELVIS LUMBAR SPINE WITHOUT IV CONTRAST 
RPID1275 CT CHST T SPINE PELVIS STERNUM WO CT CHEST THORACIC SPINE PELVIS STERNUM WITHOUT IV 
IVCON CONTRAST 
RPID1276 [CT PEDS ABD RECON CT PEDIATRIC ABDOMEN RECONSTRUCTION 
RPID1277  |CT ABD LTD KIDNEY WO & W IVCON CT ABDOMEN LIMITED KIDNEY WITHOUT THEN WITH IV CONTRAST 
RPID1278 [CT PELVIS 3D IMAGE WO IVCON CT PELVIS 3D IMAGING PROCESSING WITHOUT IV CONTRAST 
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RPID1279 |СТ ABD PELVIS BLADDER CANCER W IVCON CT ABDOMEN PELVIS BLADDER MALIGNANT NEOPLASM WITH IV 
CONTRAST 
RPID1280 |СТ ABD PELVIS С SPINE WO IVCON CT ABDOMEN PELVIS CERVICAL SPINE WITHOUT IV CONTRAST 
RPID1281 |СТ ABD PELVIS С SPINE WO & W IVCON CT ABDOMEN PELVIS CERVICAL SPINE WITHOUT THEN WITH IV 
CONTRAST 
RPID1282 |СТ ABD PELVIS С SPINE W IVCON CT ABDOMEN PELVIS CERVICAL SPINE WITH IV CONTRAST 
RPID1283 CT ABD PELVIS C SPINE URO WO & W CT ABDOMEN PELVIS CERVICAL SPINE UROGRAPHY WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID1284 CT CHST ABD PELVIS LE LEG CANCER WO CT CHEST ABDOMEN PELVIS LOWER EXTREMITY LOWER LEG 
IVCON MALIGNANT NEOPLASM WITHOUT IV CONTRAST 
RPID1285 [CT TL SPINE MYELOG CT THORACOLUMBAR SPINE MYELOGRAPHY 
RPID1286 |СТ MULTIPH WO & W IVCON CT MULTIPHASE WITHOUT THEN WITH IV CONTRAST 
RPID1287 |СТТНҮ GLND CT THYROID GLAND 
RPID1288 |СТ ABD EMBO W IVCON CT ABDOMEN EMBOLISM WITH IV CONTRAST 
RPID1289  |CT CHST AIRWAY CT CHEST AIRWAY 
RPID1290 |СТ CHST ABD PELVIS BLADDER W IVCON CT CHEST ABDOMEN PELVIS BLADDER WITH IV CONTRAST 
RPID1291 |СТ СНТ LO DOSE LTD NODULE WO IVCON |СТ CHEST LOW DOSE LIMITED NODULE WITHOUT IV CONTRAST 
RPID1292 СТ CHST LE LO DOSE НІ RES WO IVCON CT CHEST LOWER EXTREMITY LOW DOSE HIGH RESOLUTION 
WITHOUT IV CONTRAST 
RPID1293 |СТ CHST ABD HI RES WO IVCON CT CHEST ABDOMEN HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1294 |СТ CHST ABD PELVIS LO DOSE W IVCON CT CHEST ABDOMEN PELVIS LOW DOSE WITH IV CONTRAST 
RPID1295 CT CHST ABD MULTIPH PANC WO & W CT CHEST ABDOMEN MULTIPHASE PANCREAS WITHOUT THEN WITH 
IVCON IV CONTRAST 
RPID1296 CT CHST ABD MULTIPH WO & W IVCON CT CHEST ABDOMEN MULTIPHASE WITHOUT THEN WITH IV 
CONTRAST 
RPID1297 CT PEDS CHST ABD PELVIS LO DOSE W CT PEDIATRIC CHEST ABDOMEN PELVIS LOW DOSE WITH IV 
IVCON CONTRAST 
RPID1298 (СТ PEDS СНТ LO DOSE CT PEDIATRIC CHEST LOW DOSE 
RPID1299 CT PEDS CHST LO DOSE HI RES WO IVCON CT PEDIATRIC CHEST LOW DOSE HIGH RESOLUTION WITHOUT IV 
CONTRAST 
RPID1300 CT CHST LE RESEARCH ANKLE WO IVCON CT CHEST LOWER EXTREMITY RESEARCH ANKLE WITHOUT IV 
CONTRAST 
RPID1301 [CT СНТ LO DOSE W IVCON CT CHEST LOW DOSE WITH IV CONTRAST 
RPID1302 |СТ CHST VENO PULM VNS W IVCON CT CHEST VENOGRAPHY PULMONARY VEINS WITH IV CONTRAST 
RPID1303 СТ CHST ABD MULTIPH KIDNEY WO & W CT CHEST ABDOMEN MULTIPHASE KIDNEY WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID1304 (СТ CHST C SPINE LTD NODULE WO IVCON  |CT CHEST CERVICAL SPINE LIMITED NODULE WITHOUT IV CONTRAST 
RPID1305 [CT СНТ LO DOSE HI RES WO IVCON CT CHEST LOW DOSE HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1306 |СТ CHST HI RES WO & W IVCON CT CHEST HIGH RESOLUTION WITHOUT THEN WITH IV CONTRAST 
RPID1307 |СТ CHST EMBO W IVCON CT CHEST EMBOLISM WITH IV CONTRAST 
RPID1308 |СТ CHST HI RES EMBO WO IVCON CT CHEST HIGH RESOLUTION EMBOLISM WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1309 |СТ CHST LTD NODULE WO & W IVCON CT CHEST LIMITED NODULE WITHOUT THEN WITH IV CONTRAST 
RPID1310 CT CHST LO DOSE PULM ARTS EMBO W CT CHEST LOW DOSE PULMONARY ARTERIES EMBOLISM WITH IV 
IVCON CONTRAST 
RPID1311 CT CHST ABD MULTIPH PULM ARTS EMBO |СТ CHEST ABDOMEN MULTIPHASE PULMONARY ARTERIES 
WO & W IVCON EMBOLISM WITHOUT THEN WITH IV CONTRAST 
RPID1312 |СТ CHST SC JT CT CHEST STERNOCLAVICULAR JOINT 
RPID1313 CT CHST ABD T SPINE PELVIS TRAUMA WO |СТ CHEST ABDOMEN THORACIC SPINE PELVIS TRAUMA WITHOUT IV 
IVCON CONTRAST 
RPID1314 |СТ ABD MULTIPH WO IVCON CT ABDOMEN MULTIPHASE WITHOUT IV CONTRAST 
RPID1315 [CT UE HI RES WO IVCON CT UPPER EXTREMITY HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1316 CT UE LE LNG BONE WO IVCON CT UPPER EXTREMITY LOWER EXTREMITY LONG BONE WITHOUT IV 
CONTRAST 
RPID1317 ICT UE LE WRIST WO IVCON CT UPPER EXTREMITY LOWER EXTREMITY WRIST WITHOUT IV 
CONTRAST 
RPID1318 ICT UE LE KNEE WO IVCON CT UPPER EXTREMITY LOWER EXTREMITY KNEE WITHOUT IV 
CONTRAST 
RPID1319 CT UE LE LTD WO IVCON CT UPPER EXTREMITY LOWER EXTREMITY LIMITED WITHOUT IV 
CONTRAST 
RPID1320 [CT PEDS UE ELBOW WO IVCON CT PEDIATRIC UPPER EXTREMITY ELBOW WITHOUT IV CONTRAST 
RPID1321 (СТ HEAD UE BRN WO IVCON CT HEAD UPPER EXTREMITY BRAIN WITHOUT IV CONTRAST 
RPID1322 CT CHST ABD HI RES ANGIO WO & W CT CHEST ABDOMEN HIGH RESOLUTION ANGIOGRAPHY WITHOUT 
IVCON THEN WITH IV CONTRAST 
RPID1323 CT PELVIS LE ANGIO LEG W IVCON CT PELVIS LOWER EXTREMITY ANGIOGRAPHY LOWER LEG WITH IV 
CONTRAST 
RPID1324 [CT CHST ANGIO HEART W IVCON CT CHEST ANGIOGRAPHY HEART WITH IV CONTRAST 
RPID1325 CT PELVIS UE LE ANGIO W IVCON CT PELVIS UPPER EXTREMITY LOWER EXTREMITY ANGIOGRAPHY 
WITH IV CONTRAST 
RPID1326 [CT PERFUS DIAMOX WO & W IVCON CT PERFUSION DIAMOX WITHOUT THEN WITH IV CONTRAST 
RPID1327 |СТ ABD PELVIS ENTERO ANGIO W IVCON CT ABDOMEN PELVIS ENTEROGRAPHY ANGIOGRAPHY WITH IV 
CONTRAST 
RPID1328 CT UE ANGIO SHLDER W IVCON CT UPPER EXTREMITY ANGIOGRAPHY SHOULDER WITH IV 
CONTRAST 
RPID1329 CT CHST ABD PELVIS PULM ARTS EMBO CT CHEST ABDOMEN PELVIS PULMONARY ARTERIES EMBOLISM 
WO & W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1330 |СТ ABD HI RES KIDNEY WO IVCON CT ABDOMEN HIGH RESOLUTION KIDNEY WITHOUT IV CONTRAST 
RPID1331 (СТ ANGIO POSTOP W IVCON CT ANGIOGRAPHY POST OP WITH IV CONTRAST 
RPID1332 |СТ ANGIO PREOP W IVCON CT ANGIOGRAPHY PRE OP WITH IV CONTRAST 
RPID1333 CT СН5Т ABD PELVIS ANGIO TRAUMA WO |СТ CHEST ABDOMEN PELVIS ANGIOGRAPHY TRAUMA WITHOUT 
& W IVCON THEN WITH IV CONTRAST 
RPID1334 [CT ANGIO SCREEN W IVCON CT ANGIOGRAPHY SCREENING WITH IV CONTRAST 
RPID1335 CT CHST ABD PELVIS ANGIO TH SECT WO & |CT CHEST ABDOMEN PELVIS ANGIOGRAPHY THIN SECTION 
W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1336 CT PEDS ABD MULTIPH ANGIO WO & W CT PEDIATRIC ABDOMEN MULTIPHASE ANGIOGRAPHY WITHOUT 
IVCON THEN WITH IV CONTRAST 
RPID1337  |CT ABD LE LEG W IVCON CT ABDOMEN LOWER EXTREMITY LOWER LEG WITH IV CONTRAST 
RPID1338 [CT PEDS ANGIO W IVCON CT PEDIATRIC ANGIOGRAPHY WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1339 |СТ ABD LIVER DONOR WO & W IVCON CT ABDOMEN LIVER DONOR WITHOUT THEN WITH IV CONTRAST 
RPID1340 [CT HEAD CHST ANGIO BRN W IVCON CT HEAD CHEST ANGIOGRAPHY BRAIN WITH IV CONTRAST 
RPID1341 СТ СНТ MULTIPH PULM ARTS EMBO WO |СТ CHEST MULTIPHASE PULMONARY ARTERIES EMBOLISM 
& W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1342 |СТ CHST ANGIO LT ATRIUM W IVCON CT CHEST ANGIOGRAPHY LEFT ATRIUM WITH IV CONTRAST 
RPID1343 [CT LE ANGIO KNEE W IVCON CT LOWER EXTREMITY ANGIOGRAPHY KNEE WITH IV CONTRAST 
RPID1344 CT HEAD UE RESEARCH BRN WO IVCON CT HEAD UPPER EXTREMITY RESEARCH BRAIN WITHOUT IV 
CONTRAST 
RPID1345  |CT ABD PELVIS L SPINE WO IVCON CT ABDOMEN PELVIS LUMBAR SPINE WITHOUT IV CONTRAST 
RPID1346 ICT LE L SPINE FOOT WO IVCON CT LOWER EXTREMITY LUMBAR SPINE FOOT WITHOUT IV 
CONTRAST 
RPID1347 |СТ CHST HEART EMBO W IVCON CT CHEST HEART EMBOLISM WITH IV CONTRAST 
RPID1348 |СТ HEAD PELVIS WO IVCON CT HEAD PELVIS WITHOUT IV CONTRAST 
RPID1349 |СТ CHST ABD PELVIS ENTERO W IVCON CT CHEST ABDOMEN PELVIS ENTEROGRAPHY WITH IV CONTRAST 
RPID1350 CT ABD MULTIPH KIDNEY CANCER WO & W |CT ABDOMEN MULTIPHASE KIDNEY MALIGNANT NEOPLASM 
IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1351 |СТ ABD LE SCNGRM WO IVCON CT ABDOMEN LOWER EXTREMITY SCANOGRAM WITHOUT IV 
CONTRAST 
RPID1352 CT ABD PELVIS URO MULTIPH WO & W CT ABDOMEN PELVIS UROGRAPHY MULTIPHASE WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID1353 CT ABD PELVIS LO DOSE URO WO & W CT ABDOMEN PELVIS LOW DOSE UROGRAPHY WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID1354 CT CHST ABD PELVIS CYSTGRPHY BLADDER |СТ CHEST ABDOMEN PELVIS CYSTOGRAPHY BLADDER WITH IV 
W IVCON CONTRAST 
RPID1355 [CT CHST MULTIPH WO & W IVCON CT CHEST MULTIPHASE WITHOUT THEN WITH IV CONTRAST 
RPID1356 |СТ CHST ABD PELVIS LE KNEE W IVCON CT CHEST ABDOMEN PELVIS LOWER EXTREMITY KNEE WITH IV 
CONTRAST 
RPID1357 [CT CHST PELVIS MULTIPH WO & WIVCON  |CT CHEST PELVIS MULTIPHASE WITHOUT THEN WITH IV CONTRAST 
RPID1358 CT CHST ABD PELVIS C SPINE L SPINE WO  |CT CHEST ABDOMEN PELVIS CERVICAL SPINE LUMBAR SPINE 
IVCON WITHOUT IV CONTRAST 
RPID1359 |СТ CHST ABD PELVIS L SPINE WO IVCON CT CHEST ABDOMEN PELVIS LUMBAR SPINE WITHOUT IV CONTRAST 
RPID1360 CT CHST ABD T SPINE PELVIS L SPINE WO CT CHEST ABDOMEN THORACIC SPINE PELVIS LUMBAR SPINE 
IVCON WITHOUT IV CONTRAST 
RPID1361 (СТ C SPINE L SPINE MYELOG CT CERVICAL SPINE LUMBAR SPINE MYELOGRAPHY 
RPID1362 CT LS SPINE T SPINE C SPINE MYELOG CT LUMBOSACRAL SPINE THORACIC SPINE CERVICAL SPINE 
MYELOGRAPHY 
RPID1363 [CT T SPINE C SPINE MYELOG CT THORACIC SPINE CERVICAL SPINE MYELOGRAPHY 
RPID1364 CT CHST T SPINE C SPINE RIBS WO IVCON CT CHEST THORACIC SPINE CERVICAL SPINE RIBS WITHOUT IV 
CONTRAST 
RPID1365 |СТ CHST C SPINE L SPINE RIBS WO IVCON CT CHEST CERVICAL SPINE LUMBAR SPINE RIBS WITHOUT IV 
CONTRAST 
RPID1366 |СТ CHST ABD PELVIS ADRNL W IVCON CT CHEST ABDOMEN PELVIS ADRENAL WITH IV CONTRAST 
RPID1367 |СТ CHST ABD PELVIS LE ANGIO W IVCON CT CHEST ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY 
WITH IV CONTRAST 
RPID1368 |СТ CHST ABD PELVIS CYST W IVCON CT CHEST ABDOMEN PELVIS CYST WITH IV CONTRAST 
RPID1369 |СТ MULTIPH ANGIO WO & W IVCON CT MULTIPHASE ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1370 |СТ CHST ABD PELVIS HEART W IVCON CT CHEST ABDOMEN PELVIS HEART WITH IV CONTRAST 
RPID1371 СТ CHST COR ARTS CALC SCORE WO & W (СТ CHEST CORONARY ARTERIES CALCIUM SCORE WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID1372 {CT VENO PULM VNS WO & W IVCON CT VENOGRAPHY PULMONARY VEINS WITHOUT THEN WITH IV 
CONTRAST 
RPID1373 |СТ CHST ABD PELVIS ANGIO WO IVCON CT CHEST ABDOMEN PELVIS ANGIOGRAPHY WITHOUT IV CONTRAST 
RPID1374 [CT CHST PELVIS LE W IVCON CT CHEST PELVIS LOWER EXTREMITY WITH IV CONTRAST 
RPID1375 [CT CHST C SPINE WO IVCON CT CHEST CERVICAL SPINE WITHOUT IV CONTRAST 
RPID1376 CT CHST ABD ANGIO TH SECT WO & W CT CHEST ABDOMEN ANGIOGRAPHY THIN SECTION WITHOUT THEN 
IVCON WITH IV CONTRAST 
RPID1377 |СТ CHST LO DOSE SCREEN CT CHEST LOW DOSE SCREENING 
RPID1378 CT CHST ABD PULM ARTS EMBO WO & W [CT CHEST ABDOMEN PULMONARY ARTERIES EMBOLISM WITHOUT 
IVCON THEN WITH IV CONTRAST 
RPID1379 |СТ NECK ABD W IVCON CT NECK ABDOMEN WITH IV CONTRAST 
RPID1380  |CT CHST PELVIS CT CHEST PELVIS 
RPID1381 (СТ HEAD CISTERNGRPHY WO IVCON CT HEAD CISTERNOGRAPHY WITHOUT IV CONTRAST 
RPID1382 |СТ NECK CHST C SPINE W IVCON CT NECK CHEST CERVICAL SPINE WITH IV CONTRAST 
RPID1383 [CT BRNCHGRAPH WO IVCON CT BRONCHOGRAPHY WITHOUT IV CONTRAST 
CT CHEST HIGH RESOLUTION PULMONARY ARTERIES WITHOUT IV 
RPID1384 |СТ CHST HI RES PULM ARTS WO IVCON 
CONTRAST 
RPID1385 [CT MULTIPH RESEARCH WO & W IVCON CT MULTIPHASE RESEARCH WITHOUT THEN WITH IV CONTRAST 
RPID1386 |СТ Зр IMAGE RECON CT 3D IMAGING PROCESSING RECONSTRUCTION 
CT ABDOMEN PELVIS LOWER EXTREMITY FEMUR WITHOUT IV 
RPID1387 |СТ ABD PELVIS LE FEMUR WO IVCON 
CONTRAST 
RPID1388 |СТ ABD PELVIS VENO WO IVCON CT ABDOMEN PELVIS VENOGRAPHY WITHOUT IV CONTRAST 
RPID1389 |СТ ABD HI RES WO IVCON CT ABDOMEN HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1390 |СТ ABD C SPINE WO IVCON CT ABDOMEN CERVICAL SPINE WITHOUT IV CONTRAST 
RPID1391 |СТ ABD 3D IMAGE CHOLANG W IVCON CT ABDOMEN 3D IMAGING PROCESSING CHOLANGIOGRAPHY WITH 
IV CONTRAST 
RPID1392 |СТ ABD PELVIS LE WO IVCON CT ABDOMEN PELVIS LOWER EXTREMITY WITHOUT IV CONTRAST 
CT ABDOMEN PELVIS LOWER EXTREMITY 3D IMAGING PROCESSING 
RPID1393 |СТ ABD PELVIS LE ЗО IMAGE W IVCON 
WITH IV CONTRAST 
CT ABDOMEN PELVIS LOWER EXTREMITY KNEE WITHOUT IV 
RPID1394 |СТ ABD PELVIS LE KNEE WO IVCON 
CONTRAST 
RPID1395  |CT ABD PELVIS CYST W IVCON CT ABDOMEN PELVIS CYST WITH IV CONTRAST 
CT ABDOMEN PELVIS 3D IMAGING PROCESSING KIDNEY WITH IV 
RPID1396 |СТ ABD PELVIS 3D IMAGE KIDNEY W IVCON 
CONTRAST 
RPID1397  |CT ABD PELVIS LE KNEE W IVCON CT ABDOMEN PELVIS LOWER EXTREMITY KNEE WITH IV CONTRAST 
RPID1398 |СТ ABD PELVIS UE ELBOW W IVCON CT ABDOMEN PELVIS UPPER EXTREMITY ELBOW WITH IV CONTRAST 
CT ABDOMEN PELVIS KIDNEY MALIGNANT NEOPLASM WITHOUT IV 
RPID1399 |СТ ABD PELVIS KIDNEY CANCER WO IVCON 
CONTRAST 
CT ABDOMEN PELVIS RECONSTRUCTION WITHOUT THEN WITH IV 
RPID1400 |СТ ABD PELVIS RECON WO & W IVCON 
CONTRAST 
RPID1401 |СТ ABD PELVIS RECON WO IVCON CT ABDOMEN PELVIS RECONSTRUCTION WITHOUT IV CONTRAST 
RPID1402 [CT ABD PELVIS ADRNL W IVCON CT ABDOMEN PELVIS ADRENAL WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1403 |СТ ABD PELVIS ADRNL WO & W IVCON CT ABDOMEN PELVIS ADRENAL WITHOUT THEN WITH IV CONTRAST 
RPID1404 CT ABD LE ANGIO WO & W IVCON CT ABDOMEN LOWER EXTREMITY ANGIOGRAPHY WITHOUT THEN 
WITH IV CONTRAST 
RPID1405 ІСТ CHST ANGIO HEART CONG DX W IVCON CT CHEST ANGIOGRAPHY HEART CONGENITAL DISEASE WITH IV 
CONTRAST 
RPID1406 |СТ NECK CHST ANGIO WO & W IVCON CT NECK CHEST ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
RPID1407 CT HEAD 3D IMAGE RECON BRN FOLL UP CT HEAD 3D IMAGING PROCESSING RECONSTRUCTION BRAIN 
WO & W IVCON FOLLOW-UP PROCEDURE WITHOUT THEN WITH IV CONTRAST 
CT PELVIS LOWER EXTREMITY 3D IMAGING PROCESSING 
RPID1408  |CT PELVIS LE 3D IMAGE RECON W IVCON 
RECONSTRUCTION WITH IV CONTRAST 
CT ABDOMEN PELVIS 3D IMAGING PROCESSING RECONSTRUCTION 
RPID1409 |СТ ABD PELVIS 3D IMAGE RECON W IVCON 
WITH IV CONTRAST 
RPID1410 CT ABD PELVIS LE 3D IMAGE RECON W CT ABDOMEN PELVIS LOWER EXTREMITY 3D IMAGING PROCESSING 
IVCON RECONSTRUCTION WITH IV CONTRAST 
RPID1411 CT HEAD 3D IMAGE RECON BRN W IVCON CT HEAD 3D IMAGING PROCESSING RECONSTRUCTION BRAIN WITH 
IV CONTRAST 
RPID1412 |СТ NECK 3D IMAGE RECON W IVCON CT NECK 3D IMAGING PROCESSING RECONSTRUCTION WITH IV 
CONTRAST 
CT CHEST ABDOMEN 3D IMAGING PROCESSING RECONSTRUCTION 
RPID1413 |СТ CHST ABD 3D IMAGE RECON W IVCON 
WITH IV CONTRAST 
CT CHEST 3D IMAGING PROCESSING RECONSTRUCTION WITH IV 
RPID1414 [CT СНТ 3D IMAGE RECON W IVCON 
CONTRAST 
CT LOWER EXTREMITY 3D IMAGING PROCESSING ANKLE WITHOUT 
RPID1415 |СТІЕ 3D IMAGE ANKLE WO IVCON 
IV CONTRAST 
CT ABDOMEN PELVIS HIGH RESOLUTION ANGIOGRAPHY WITHOUT 
RPID1416 |СТ ABD PELVIS HI RES ANGIO WO IVCON 
IV CONTRAST 
RPID1417 [CT CHST ANGIO HEART MORPH W ІМСОМ |CT CHEST ANGIOGRAPHY HEART MORPHOLOGY WITH IV CONTRAST 
CT CHEST PULMONARY ARTERIES WITHOUT THEN WITH IV 
RPID1418 |СТ CHST PULM ARTS WO & W IVCON 
CONTRAST 
RPID1419 CT HEAD PERFUS DIAMOX BRN WO & W CT HEAD PERFUSION DIAMOX BRAIN WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID1420 |СТ C SPINE Зр IMAGE W IVCON CT CERVICAL SPINE 3D IMAGING PROCESSING WITH IV CONTRAST 
CT CERVICAL SPINE 3D IMAGING PROCESSING WITHOUT IV 
RPID1421 [CT C SPINE 3D IMAGE WO IVCON 
CONTRAST 
CT CHEST ABDOMEN PELVIS LOWER EXTREMITY FEMUR WITH IV 
RPID1422 |СТ CHST ABD PELVIS LE FEMUR W IVCON 
CONTRAST 
RPID1423  |CT CHST ABD PELVIS LE W IVCON CT CHEST ABDOMEN PELVIS LOWER EXTREMITY WITH IV CONTRAST 
RPID1424 CT CHST ABD PELVIS ANGIO KIDNEY CT CHEST ABDOMEN PELVIS ANGIOGRAPHY KIDNEY DONOR 
DONOR WO & W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1425 |СТ NECK 3D IMAGE ANGIO W IVCON CT NECK 3D IMAGING PROCESSING ANGIOGRAPHY WITH IV 
CONTRAST 
RPID1426 |СТ NECK C SPINE WO & W IVCON CT NECK CERVICAL SPINE WITHOUT THEN WITH IV CONTRAST 
RPID1427 [CT NECK C SPINE W IVCON CT NECK CERVICAL SPINE WITH IV CONTRAST 
RPID1428 |СТ ABD SPLEEN CT ABDOMEN SPLEEN 











* This document has been modified from its original content to include only the RPID, AUTOMATED SHORT NAME, and AUTOMATED LONG МАМЕ fields for 


CT studies only 


Complete RadLex Playbook-2_4: CT Only 
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RPID1429 CT SPINE C SPINE MYELOG W IVCON CT THORACIC SPINE CERVICAL SPINE MYELOGRAPHY WITH IV 
CONTRAST 
RPID1430 ICT UE C SPINE SHLDER WO IVCON CT UPPER EXTREMITY CERVICAL SPINE SHOULDER WITHOUT IV 
CONTRAST 
RPID1431 (СТ NECK C SPINE WO IVCON CT NECK CERVICAL SPINE WITHOUT IV CONTRAST 
RPID1432 |СТ ABD 3D IMAGE W IVCON CT ABDOMEN 3D IMAGING PROCESSING WITH IV CONTRAST 
RPID1433 CT CHST ABD PELVIS LE PULM ARTS EMBO |СТ CHEST ABDOMEN PELVIS LOWER EXTREMITY PULMONARY 
W IVCON ARTERIES EMBOLISM WITH IV CONTRAST 
RPID1434 [CT PELVIS LE WO & W IVCON CT PELVIS LOWER EXTREMITY WITHOUT THEN WITH IV CONTRAST 
RPID1435 СТ CHST PELVIS LE WO & W IVCON CT CHEST PELVIS LOWER EXTREMITY WITHOUT THEN WITH IV 
CONTRAST 
RPID1436 |СТ CHST PELVIS LE LEG EMBO W IVCON CT CHEST PELVIS LOWER EXTREMITY LOWER LEG EMBOLISM WITH 
IV CONTRAST 
RPID1437 СТ CHST PELVIS LE LEG W IVCON CT CHEST PELVIS LOWER EXTREMITY LOWER LEG WITH IV 
CONTRAST 
RPID1438 CT CHST PELVIS PULM ARTS EMBO W CT CHEST PELVIS PULMONARY ARTERIES EMBOLISM WITH IV 
IVCON CONTRAST 
RPID1439 |СТ CHST ABD MULTIPH WO IVCON CT CHEST ABDOMEN MULTIPHASE WITHOUT IV CONTRAST 
RPID1440 |СТ СНТ 3D IMAGE CT CHEST 3D IMAGING PROCESSING 
RPID1441 |СТ CHST 3D IMAGE W IVCON CT CHEST 3D IMAGING PROCESSING WITH IV CONTRAST 
RPID1442 [CT CHST LTD WO IVCON CT CHEST LIMITED WITHOUT IV CONTRAST 
RPID1443 |СТ CHST ANGIO WO IVCON CT CHEST ANGIOGRAPHY WITHOUT IV CONTRAST 
RPID1444 [CT CHST MULTIPH WO IVCON CT CHEST MULTIPHASE WITHOUT IV CONTRAST 
RPID1445 |СТ CHST 3D IMAGE WO IVCON CT CHEST 3D IMAGING PROCESSING WITHOUT IV CONTRAST 
CT CHST ABD PELVIS RECON WO & W CT CHEST ABDOMEN PELVIS RECONSTRUCTION WITHOUT THEN 
кырч IVCON WITH IV CONTRAST 
RPID1447 |СТ CHST ABD PELVIS RECON WO IVCON CT CHEST ABDOMEN PELVIS RECONSTRUCTION WITHOUT IV 
CONTRAST 
RPID1448 [CT CHST T SPINE WO IVCON CT CHEST THORACIC SPINE WITHOUT IV CONTRAST 
RPID1449 (СТ CHOLANG W IVCON CT CHOLANGIOGRAPHY WITH IV CONTRAST 
RPID1450 ІСТ CHST ABD PULM ARTS EMBO WO IVCON CT CHEST ABDOMEN PULMONARY ARTERIES EMBOLISM WITHOUT 
IV CONTRAST 
CT ABD PELVIS COLONGRPHY WO & W CT ABDOMEN PELVIS COLONOGRAPHY WITHOUT THEN WITH IV 
salina IVCON CONTRAST 
CT HEAD 3D IMAGE RECON FACL BNS W CT HEAD 3D IMAGING PROCESSING RECONSTRUCTION FACIAL 
ака IVCON BONES WITH IV CONTRAST 
CT HEAD 3D IMAGE RECON FACL BNS WO  |CT HEAD 3D IMAGING PROCESSING RECONSTRUCTION FACIAL 
аки IVCON BONES WITHOUT IV CONTRAST 
CT ABD Т SPINE PELVIS LE L SPINE ANGIO W (СТ ABDOMEN THORACIC SPINE PELVIS LOWER EXTREMITY LUMBAR 
крз IVCON SPINE ANGIOGRAPHY WITH IV CONTRAST 
RPID1455  |CT LE ANGIO W IVCON CT LOWER EXTREMITY ANGIOGRAPHY WITH IV CONTRAST 
RPID1456 [CT PELVIS CYSTGRPHY BLADDER W IVCON  |CT PELVIS CYSTOGRAPHY BLADDER WITH IV CONTRAST 
СТ ABD PELVIS MULTIPH RESEARCH WO & |СТ ABDOMEN PELVIS MULTIPHASE RESEARCH WITHOUT THEN WITH 
REIDI W IVCON IV CONTRAST 
RPID1458 CT UE 3D IMAGE ELBOW WO IVCON CT UPPER EXTREMITY 3D IMAGING PROCESSING ELBOW WITHOUT 
IV CONTRAST 
RPID1459 CT ABD PELVIS ENTERO WO & W IVCON CT ABDOMEN PELVIS ENTEROGRAPHY WITHOUT THEN WITH IV 
CONTRAST 
RPID1460 |СТ UE ARTHRO ELBOW CT UPPER EXTREMITY ARTHROGRAPHY ELBOW 
RPID1461 (СТ C SPINE EPI SPACE W IVCON CT CERVICAL SPINE EPIDURAL SPACE WITH IV CONTRAST 











* This document has been modified from its original content to include only the RPID, AUTOMATED SHORT NAME, and AUTOMATED LONG. NAME fields for 


CT studies only 


Complete RadLex Playbook-2_4: CT Only 

















































































































RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1462 СТ ABD PELVIS L SPINE URO EPI SPACE WO |СТ ABDOMEN PELVIS LUMBAR SPINE UROGRAPHY EPIDURAL SPACE 
& W IVCON WITHOUT THEN WITH IV CONTRAST 
RPID1463 |СТ HEAD NECK CHST FACL BNS W IVCON CT HEAD NECK CHEST FACIAL BONES WITH IV CONTRAST 
RPID1464 CT HEAD 3D IMAGE FACL BNS TRAUMA WO |CT HEAD 3D IMAGING PROCESSING FACIAL BONES TRAUMA 
IVCON WITHOUT IV CONTRAST 

CT LOWER EXTREMITY CERVICAL SPINE FEMUR WITHOUT IV 
RPID1465  |CT LE C SPINE FEMUR WO IVCON 

CONTRAST 
RPID1466 [CT FIDUCIAL CT FIDUCIAL 
RPID1467 CT LE 3D IMAGE FOOT WO IVCON CT LOWER EXTREMITY 3D IMAGING PROCESSING FOOT WITHOUT IV 

CONTRAST 
RPID1468  |CT LE ARTHRO FOOT CT LOWER EXTREMITY ARTHROGRAPHY FOOT 
RPID1469 |СТ HEAD CHST ABD WO IVCON CT HEAD CHEST ABDOMEN WITHOUT IV CONTRAST 
RPID1470 |СТ HEAD CHST ABD PELVIS WO IVCON CT HEAD CHEST ABDOMEN PELVIS WITHOUT IV CONTRAST 
RPID1471 |СТ HEAD CHST ABD PELVIS W IVCON CT HEAD CHEST ABDOMEN PELVIS WITH IV CONTRAST 
RPID1472 |СТ HEAD NECK THY GLND W IVCON CT HEAD NECK THYROID GLAND WITH IV CONTRAST 
RPID1473 |СТ HEAD NECK CHST ABD W IVCON CT HEAD NECK CHEST ABDOMEN WITH IV CONTRAST 
RPID1474 |СТ HEAD NECK CHST W IVCON CT HEAD NECK CHEST WITH IV CONTRAST 

CT HEAD THORACIC SPINE CERVICAL SPINE BRAIN WITHOUT IV 
RPID1475 |СТ HEAD T SPINE C SPINE BRN WO IVCON 

CONTRAST 

CT HEAD 3D IMAGING PROCESSING RECONSTRUCTION BRAIN 
RPID1476 |СТ HEAD 3D IMAGE RECON BRN WO IVCON 

WITHOUT IV CONTRAST 
RPID1477 |СТ HEAD NECK CHST BRN W IVCON CT HEAD NECK CHEST BRAIN WITH IV CONTRAST 
RPID1478 |СТ CHST HEART CONG DX CT CHEST HEART CONGENITAL DISEASE 
RPID1479  |CT HI RES RESEARCH WO IVCON CT HIGH RESOLUTION RESEARCH WITHOUT IV CONTRAST 
RPID1480 |СТ CHST HEART CALC SCORE WO IVCON CT CHEST HEART CALCIUM SCORE WITHOUT IV CONTRAST 
RPID1481 [CT CHST HEART WO & W IVCON CT CHEST HEART WITHOUT THEN WITH IV CONTRAST 

CT LOWER EXTREMITY LUMBAR SPINE ANKLE WITHOUT IV 
RPID1482  |CT LE L SPINE ANKLE WO IVCON 

CONTRAST 

CT LOWER EXTREMITY LUMBAR SPINE FEMUR WITHOUT IV 
RPID1483  |CT LE L SPINE FEMUR WO IVCON 

CONTRAST 

CT PELVIS LOWER EXTREMITY LUMBAR SPINE HIP WITHOUT IV 
RPID1484  |CT PELVIS LE L SPINE HIP WO IVCON 

CONTRAST 

CT UPPER EXTREMITY LUMBAR SPINE HUMERUS WITHOUT IV 
RPID1485 (СТ UELSPINE HUMERUS WO IVCON 

CONTRAST 
RPID1486 |СТІЕІ SPINE KNEE WO IVCON CT LOWER EXTREMITY LUMBAR SPINE KNEE WITHOUT IV CONTRAST 

CT UPPER EXTREMITY LUMBAR SPINE SHOULDER WITHOUT IV 
RPID1487  |CTUELSPINE SHLDER WO IVCON 

CONTRAST 

CT UPPER EXTREMITY LUMBAR SPINE SHOULDER WITH IV 
RPID1488 [СТ UELSPINE SHLDER W IVCON 

CONTRAST 

CT UPPER EXTREMITY LUMBAR SPINE WRIST WITHOUT IV 
RPID1489 |СТ UE LSPINE WRIST WO IVCON 

CONTRAST 

CT UPPER EXTREMITY LUMBAR SPINE FOREARM WITHOUT IV 
RPID1490 |СТ UE LSPINE FOREARM WO IVCON 

CONTRAST 
RPID1491 [CT LOCALIZ LTD CT LOCALIZATION LIMITED 
RPID1492 [CT LOCALIZ LTD FOLL UP CT LOCALIZATION LIMITED FOLLOW-UP PROCEDURE 
RPID1493 |СТ ABD LIVER WO IVCON CT ABDOMEN LIVER WITHOUT IV CONTRAST 
RPID1494 |СТ ABD LIVER WO & W IVCON CT ABDOMEN LIVER WITHOUT THEN WITH IV CONTRAST 
RPID1495 [CT LOCALIZ CT LOCALIZATION 
RPID1496 |СТ CHST LOCALIZ CT CHEST LOCALIZATION 
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RPID1497 [CT LS SPINE THY GLND WO IVCON CT LUMBOSACRAL SPINE THYROID GLAND WITHOUT IV CONTRAST 
RPID1498 |СТ ABD PELVIS LTD WO IVCON CT ABDOMEN PELVIS LIMITED WITHOUT IV CONTRAST 
RPID1499 ІСТІ SPINE SACR W IVCON CT LUMBAR SPINE SACRUM WITH IV CONTRAST 
RPID1500 |СТ CANCER WO & W IVCON CT MALIGNANT NEOPLASM WITHOUT THEN WITH IV CONTRAST 
RPID1501 |СТ CANCER WO IVCON CT MALIGNANT NEOPLASM WITHOUT IV CONTRAST 
RPID1502 |СТ HEAD LTD MAX FACIAL WO IVCON CT HEAD LIMITED MAXILLOFACIAL WITHOUT IV CONTRAST 
RPID1503 (СТ NECK CHST ABD WO & W IVCON CT NECK CHEST ABDOMEN WITHOUT THEN WITH IV CONTRAST 
RPID1504 |СТ NECK CHST ABD PELVIS WO IVCON CT NECK CHEST ABDOMEN PELVIS WITHOUT IV CONTRAST 
RPID1505 |СТ HEAD NECK TMP BON W IVCON CT HEAD NECK TEMPORAL BONE WITH IV CONTRAST 
RPID1506 |СТ NECK CHST ABD WO IVCON CT NECK CHEST ABDOMEN WITHOUT IV CONTRAST 
RPID1507 |СТ NECK LTD W IVCON CT NECK LIMITED WITH IV CONTRAST 
RPID1508 |СТ NECK T SPINE W IVCON CT NECK THORACIC SPINE WITH IV CONTRAST 
RPID1509 |СТ NECK SPINE WO IVCON CT NECK SPINE WITHOUT IV CONTRAST 
RPID1510 |СТ NECK ABD PELVIS W IVCON CT NECK ABDOMEN PELVIS WITH IV CONTRAST 
RPID1511 |СТ NECK HI RES WO IVCON CT NECK HIGH RESOLUTION WITHOUT IV CONTRAST 
RPID1512 |СТ NECK ABD PELVIS WO & W IVCON CT NECK ABDOMEN PELVIS WITHOUT THEN WITH IV CONTRAST 
RPID1513 [CT HEAD BONE ORBITS WO IVCON CT HEAD BONE ORBITS WITHOUT IV CONTRAST 
RPID1514 |СТ ABD PANC WO IVCON CT ABDOMEN PANCREAS WITHOUT IV CONTRAST 
RPID1515 CT CHST ABD VENO PULM ARTS EMBO W |СТ CHEST ABDOMEN VENOGRAPHY PULMONARY ARTERIES 
IVCON EMBOLISM WITH IV CONTRAST 
RPID1516 [CT PEDS CT PEDIATRIC 
RPID1517 [CT PELVIS LE FEMUR WO IVCON CT PELVIS LOWER EXTREMITY FEMUR WITHOUT IV CONTRAST 
RPID1518 |СТ 3D IMAGE PREOP CT 3D IMAGING PROCESSING PRE OP 
RPID1519 [CT Зр IMAGE MULTI PLAN REF CT 3D IMAGING PROCESSING MULTI-PLANAR REFORMATION 
RPID1520 |СТ HEAD ЗО IMAGE CRANIO SYN CT HEAD 3D IMAGING PROCESSING CRANIOSYNOSTOSIS 
RPID1521 |СТ ABD PELVIS KIDNEY CALC WO IVCON CT ABDOMEN PELVIS KIDNEY CALCULUS WITHOUT IV CONTRAST 
RPID1522 |СТ ABD ANGIO AORTA CT ABDOMEN ANGIOGRAPHY AORTA 
RPID1523  |CT LE ANKLE CT LOWER EXTREMITY ANKLE 
RPID1524 |СТ CHST ABD AORTA CT CHEST ABDOMEN AORTA 
RPID1525  |CT GUIDE BX DRAIN CT GUIDANCE BIOPSY DRAINAGE 
RPID1526 [CT UE ELBOW CT UPPER EXTREMITY ELBOW 
RPID1527 (СТ SPINE CT SPINE 
RPID1528 [CT LE FEMUR CT LOWER EXTREMITY FEMUR 
RPID1529 [CT LE FOOT CT LOWER EXTREMITY FOOT 
RPID1530 |СТ UE FOREARM CT UPPER EXTREMITY FOREARM 
RPID1531  |CT HEAD STROKE CT HEAD STROKE 
RPID1532 [CT LE CALCANEUS CT LOWER EXTREMITY CALCANEUS 
RPID1533  |CT LE HIP BILAT CT LOWER EXTREMITY HIP BILATERAL 
RPID1534 [CT UE HUMERUS CT UPPER EXTREMITY HUMERUS 
RPID1535  |CT ABD KIDNEY BILAT W IVCON CT ABDOMEN KIDNEY BILATERAL WITH IV CONTRAST 
RPID1536 [CT LE KNEE CT LOWER EXTREMITY KNEE 
RPID1537  |CT SURG EQUIP AX PLN CT SURGICAL EQUIPMENT AXIAL PLANE 
RPID1538 |СТ HEAD MANDIBLE CT HEAD MANDIBLE 
RPID1539  |CT HEAD MASTOID CT HEAD MASTOID 
RPID1540 |СТ HEAD MDLE EAR WO & W IVCON CT HEAD MIDDLE EAR WITHOUT THEN WITH IV CONTRAST 
RPID1541 |СТ HEAD MDLE EAR W IVCON CT HEAD MIDDLE EAR WITH IV CONTRAST 
RPID1542 |СТ HEAD MDLE EAR WO IVCON CT HEAD MIDDLE EAR WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1543 |СТ HEAD MULTI PLAN REF TMP BON LT CT HEAD MULTI-PLANAR REFORMATION TEMPORAL BONE LEFT 
RPID1544 CT NECK SET TISS NECK WO & W IVCON CT NECK SOFT TISSUE OF THE NECK WITHOUT THEN WITH IV 
CONTRAST 
RPID1545  |CT SELLA WO & W IVCON CT SELLA TURCICA WITHOUT THEN WITH IV CONTRAST 
RPID1546 |CT TMP BON WO & W IVCON CT TEMPORAL BONE WITHOUT THEN WITH IV CONTRAST 
RPID1547 [CT RECON COR PLN СТ RECONSTRUCTION CORONAL PLANE 
RPID1548  |CT RECON SAG PLN CT RECONSTRUCTION SAGITTAL PLANE 
RPID1549  |CT PELVIS SI JNTS CT PELVIS SACROILIAC JOINTS 
RPID1550 [CT SCNGRM CT SCANOGRAM 
RPID1551 (СТ UE SHLDER CT UPPER EXTREMITY SHOULDER 
RPID1552 |СТ HEAD SINUSES AX PLN W IVCON CT HEAD PARANASAL SINUSES AXIAL PLANE WITH IV CONTRAST 
RPID1553 |СТ HEAD SINUSES AX PLN WO IVCON CT HEAD PARANASAL SINUSES AXIAL PLANE WITHOUT IV CONTRAST 
ЕРІр1554 |СТ HEAD SINUSES COR PLN W IVCON CT HEAD PARANASAL SINUSES CORONAL PLANE WITH IV CONTRAST 
CT HEAD PARANASAL SINUSES CORONAL PLANE WITHOUT IV 
ЕРІр1555 |СТ HEAD SINUSES COR PLN WO IVCON 
CONTRAST 
RPID1556 CT HEAD MULTI PLAN REF TMP BON RT AX |CT HEAD MULTI-PLANAR REFORMATION TEMPORAL BONE RIGHT 
PLN AXIAL PLANE 
RPID1557 CT HEAD MULTI PLAN REF TMP BON LT АХ |СТ HEAD MULTI-PLANAR REFORMATION TEMPORAL BONE LEFT 
PLN AXIAL PLANE 
RPID1558 CT HEAD MULTI PLAN REF TMP BON LT CT HEAD MULTI-PLANAR REFORMATION TEMPORAL BONE LEFT 
COR PLN CORONAL PLANE 
RPID1559 CT HEAD MULTI PLAN REF TMP BON RT CT HEAD MULTI-PLANAR REFORMATION TEMPORAL BONE RIGHT 
COR PLN CORONAL PLANE 
RPID1560 |СТ HEAD TMP BON AX PLN WO IVCON CT HEAD TEMPORAL BONE AXIAL PLANE WITHOUT IV CONTRAST 
RPID1561 ICT HEAD TMP BON COR PLN WO IVCON CT HEAD TEMPORAL BONE CORONAL PLANE WITHOUT IV 
CONTRAST 
RPID1562 |СТ NECK THY GLND WO IVCON CT NECK THYROID GLAND WITHOUT IV CONTRAST 
RPID1563  |CTLE TIBIA FIBULA CT LOWER EXTREMITY TIBIA FIBULA 
RPID1564 |СТ UE WRIST CT UPPER EXTREMITY WRIST 
RPID1803  |CT PEDS HEAD WO IVCON CT PEDIATRIC HEAD WITHOUT IV CONTRAST 
RPID1804 |СТ HEAD PREOP WO IVCON CT HEAD PRE OP WITHOUT IV CONTRAST 
RPID1805 [CT PEDS C SPINE TOES WO IVCON CT PEDIATRIC CERVICAL SPINE TOES WITHOUT IV CONTRAST 
RPID1806  |CT LE PELVIS PROSTH WO IVCON CT LOWER EXTREMITY PELVIS PROSTHESIS WITHOUT IV CONTRAST 
RPID1807 |СТ HEAD TRAUMA WO IVCON CT HEAD TRAUMA WITHOUT IV CONTRAST 
CT ABDOMEN UROGRAPHY KIDNEY WITHOUT THEN WITH IV 
RPID1808  |CT ABD URO KIDNEY WO & W IVCON 
CONTRAST 
RPID1809 |СТ ABD PELVIS ANGIO W IVCON CT ABDOMEN PELVIS ANGIOGRAPHY WITH IV CONTRAST 
RPID1810 [CT PEDS ABD WO IVCON CT PEDIATRIC ABDOMEN WITHOUT IV CONTRAST 
RPID1811 (СТ HEAD STERTXS PREOP WO & WIVCON |СТ HEAD STEREOTACTIC PRE OP WITHOUT THEN WITH IV CONTRAST 
RPID1812 CT PEDS NECK WO IVCON CT PEDIATRIC NECK WITHOUT IV CONTRAST 
RPID1813 CT HEAD NECK C SPINE FACE CHST MULTI |СТ HEAD NECK CERVICAL SPINE FACE CHEST MULTI-PLANAR 
PLAN REF TRAUMA REFORMATION TRAUMA 
RPID1814 (СТІ LSPINE TOES MYELOG WO IVCON CT LUMBAR SPINE TOES MYELOGRAPHY WITHOUT IV CONTRAST 
RPID1815  |CTLE CT LOWER EXTREMITY 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1816  |CT FACE FACL BNS WO IVCON CT FACE FACIAL BONES WITHOUT IV CONTRAST 
RPID1817 [CT PEDS ABD LO DOSE WO IVCON CT PEDIATRIC ABDOMEN LOW DOSE WITHOUT IV CONTRAST 
RPID1818 CT ABD PELVIS LE ANGIO W IVCON CT ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY WITH IV 
CONTRAST 
RPID1819 CT ABD CHST PELVIS ANGIO HEART W CT ABDOMEN CHEST PELVIS ANGIOGRAPHY HEART WITH IV 
IVCON CONTRAST 
RPID1821 |СТ ABD ANGIO WO IVCON CT ABDOMEN ANGIOGRAPHY WITHOUT IV CONTRAST 
RPID1822 [CT PEDS FACE AIRWAY CT PEDIATRIC FACE AIRWAY 
RPID1823  |CT PEDS PELVIS ABD ORL CON CT PEDIATRIC PELVIS ABDOMEN ORAL CONTRAST 
RPID1824 |CT LE DUAL ENG CT WO IVCON CT LOWER EXTREMITY DUAL ENERGY CT WITHOUT IV CONTRAST 
RPID1825  |CT PEDS HEAD BRN WO IVCON CT PEDIATRIC HEAD BRAIN WITHOUT IV CONTRAST 
CT TOES C SPINE L SPINE MYELOG MULTI CT TOES CERVICAL SPINE LUMBAR SPINE MYELOGRAPHY MULTIPLE 
Rpt ee SPIN LEV WO IVCON SPINAL LEVELS WITHOUT IV CONTRAST 
RPID1827  |CT PELVIS HIP RT CT PELVIS HIP RIGHT 
RPID1828 CT LE UE DUAL ENG CT WO IVCON CT LOWER EXTREMITY UPPER EXTREMITY DUAL ENERGY CT 
WITHOUT IV CONTRAST 
RPID1829 [CT UE ANGIO W IVCON CT UPPER EXTREMITY ANGIOGRAPHY WITH IV CONTRAST 
RPID1830 [CT ABD BX WO IVCON CT ABDOMEN BIOPSY WITHOUT IV CONTRAST 
RPID1831 [CT PEDS UE ANGIO W IVCON CT PEDIATRIC UPPER EXTREMITY ANGIOGRAPHY WITH IV CONTRAST 
RPID1832 |СТ PEDS HEAD SINUSES CT PEDIATRIC HEAD PARANASAL SINUSES 
RPID1833 |СТ ABD LIVER BX CT ABDOMEN LIVER BIOPSY 
RPID1834 |СТ ABD KIDNEY ORL СОМ CT ABDOMEN KIDNEY ORAL CONTRAST 
RPID1835 [CT BRN PREOP TH SECT WO IVCON CT BRAIN PRE OP THIN SECTION WITHOUT IV CONTRAST 
RPID1836 CT BRN HEAD STERTXS SURG EQUIP TH CT BRAIN HEAD STEREOTACTIC SURGICAL EQUIPMENT THIN 
SECT WO IVCON SECTION WITHOUT IV CONTRAST 
RPID1837 |СТ PELVIS COLONGRPHY CT PELVIS COLONOGRAPHY 
RPID1838 |CT BRN W IVCON CT BRAIN WITH IV CONTRAST 
RPID1839 |СТ ABD PELVIS KIDNEY WO & W IVCON CT ABDOMEN PELVIS KIDNEY WITHOUT THEN WITH IV CONTRAST 
RPID1840 |СТ CHST HI RES RESEARCH CT CHEST HIGH RESOLUTION RESEARCH 
RPID1843 |СТ CHST TH SECT CT CHEST THIN SECTION 
RPID1844  |CT ABD LE W IVCON CT ABDOMEN LOWER EXTREMITY WITH IV CONTRAST 
RPID1845 |СТ CHST ABD PELVIS EMBO W IVCON CT CHEST ABDOMEN PELVIS EMBOLISM WITH IV CONTRAST 
RPID1846 |СТ BRN ANGIO CT BRAIN ANGIOGRAPHY 
RPID1847 |СТ CHST ANGIO EMBO W IVCON CT CHEST ANGIOGRAPHY EMBOLISM WITH IV CONTRAST 
RPID1848 |СТ ABD CHST ANGIO W WKSTAT W IVCON CT ABDOMEN CHEST ANGIOGRAPHY WITH INDEPENDENT 
WORKSTATION WITH IV CONTRAST 
RPID1850 [CT BRN WO IVCON CT BRAIN WITHOUT IV CONTRAST 
RPID1852 [CT BRN WO & W IVCON CT BRAIN WITHOUT THEN WITH IV CONTRAST 
RPID1853 [CT CHST ANGIO EMBO CT CHEST ANGIOGRAPHY EMBOLISM 
RPID1855 [CT PELVIS CALC DUAL ENG CT WO IVCON CT PELVIS CALCULUS DUAL ENERGY CT WITHOUT IV CONTRAST 
RPID1856  |CT UE JT BILAT CT UPPER EXTREMITY JOINT BILATERAL 
CT ABD MULTIPH LIVER PANC WO & W CT ABDOMEN MULTIPHASE LIVER PANCREAS WITHOUT THEN WITH 
nee IVCON IV CONTRAST 
RPID1858 (СТ CHST BRNCHGRAPH WO IVCON CT CHEST BRONCHOGRAPHY WITHOUT IV CONTRAST 
RPID1859 |СТ ABD LE ANGIO BILAT CT ABDOMEN LOWER EXTREMITY ANGIOGRAPHY BILATERAL 
RPID1860 |СТ HEAD 3D IMAGE WO IVCON CT HEAD 3D IMAGING PROCESSING WITHOUT IV CONTRAST 
RPID1861 |СТ CHST VENO W IVCON CT CHEST VENOGRAPHY WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID1862 CT CHST HI RES ANGIO PULM ARTS LUNG  |CT CHEST HIGH RESOLUTION ANGIOGRAPHY PULMONARY ARTERIES 
PARENCH WO & W IVCON LUNG PARENCHYMA WITHOUT THEN WITH IV CONTRAST 
RPID1863 |СТ ABD CHST LIVER WO & W IVCON CT ABDOMEN CHEST LIVER WITHOUT THEN WITH IV CONTRAST 
CT BRAIN ANGIOGRAPHY 3D IMAGING PROCESSING WITH 
CT BRN ANGIO 3D IMAGE W WKSTAT TH 
RPID1864 INDEPENDENT WORKSTATION THIN SECTION WITHOUT THEN WITH 
SECT WO & W IVCON 
IV CONTRAST 
RPID1865  |CT LE VENO BILAT CT LOWER EXTREMITY VENOGRAPHY BILATERAL 
RPID1866 |СТ ABD ANGIO LIVER W IVCON CT ABDOMEN ANGIOGRAPHY LIVER WITH IV CONTRAST 
RPID1867  |CT ABD PELVIS MULTIPH W IVCON CT ABDOMEN PELVIS MULTIPHASE WITH IV CONTRAST 
RPID1868 |СТВЕМІ L SPINE C SPINE CT BRAIN LUMBAR SPINE CERVICAL SPINE 
RPID1869  |CT FACE FACL BNS W IVCON CT FACE FACIAL BONES WITH IV CONTRAST 
RPID1870 |СТ HEAD NECK VASC W IVCON CT HEAD NECK VASCULAR WITH IV CONTRAST 
RPID1873 [CT BRN ANGIO WO & W IVCON CT BRAIN ANGIOGRAPHY WITHOUT THEN WITH IV CONTRAST 
RPID1874 [CT FACE WO IVCON CT FACE WITHOUT IV CONTRAST 
RPID1875  |CT NECK COR ARTS W IVCON CT NECK CORONARY ARTERIES WITH IV CONTRAST 
RPID1876 (СТ C SPINE BRN FACE CT CERVICAL SPINE BRAIN FACE 
RPID1877 (ІЛ CT JOINT 
RPID1878 [CT BRN ABD CT BRAIN ABDOMEN 
RPID1879 |СТ ABD PELVIS VASC WO & W IVCON CT ABDOMEN PELVIS VASCULAR WITHOUT THEN WITH IV 
CONTRAST 
RPID1881  |CT CHST BRN CT CHEST BRAIN 
RPID1882 CT ABD LIVER DUAL ENG CT WO & W CT ABDOMEN LIVER DUAL ENERGY CT WITHOUT THEN WITH IV 
IVCON CONTRAST 
RPID1883 {CT ABD ANGIO LIVER WO & W IVCON CT ABDOMEN ANGIOGRAPHY LIVER WITHOUT THEN WITH IV 
CONTRAST 
RPID1884 |СТ BRN VENO W IVCON CT BRAIN VENOGRAPHY WITH IV CONTRAST 
RPID1885 2. PELVIS BORER IRN WO CT ABDOMEN PELVIS BLADDER KIDNEY WITHOUT IV CONTRAST 
RPID1886  |CT PEDS CHST WO IVCON CT PEDIATRIC CHEST WITHOUT IV CONTRAST 
RPID1887  |CTLSPINE GUIDE CT LUMBAR SPINE GUIDANCE 
RPID1888 |СТ ABD CHST PELVIS RECON W IVCON CT ABDOMEN CHEST PELVIS RECONSTRUCTION WITH IV CONTRAST 
RPID1889 CT PEDS BRN 3D IMAGE WO IVCON CT PEDIATRIC BRAIN 3D IMAGING PROCESSING WITHOUT IV 
CONTRAST 
RPID1890 |СТ CHST ABD ANGIO W IVCON CT CHEST ABDOMEN ANGIOGRAPHY WITH IV CONTRAST 
RPID1891 (СТ С SPINE GUIDE WO IVCON CT CERVICAL SPINE GUIDANCE WITHOUT IV CONTRAST 
RPID1892  |CT PEDS C SPINE WO IVCON CT PEDIATRIC CERVICAL SPINE WITHOUT IV CONTRAST 
RPID1894 |СТ NECK CHST CT NECK CHEST 
RPID1896 |СТ ABD FACL BNS CT ABDOMEN FACIAL BONES 
RPID1897  |CT PEDS BRN FACE W IVCON CT PEDIATRIC BRAIN FACE WITH IV CONTRAST 
RPID1898  |CT BRN РАСЕ BNS WO IVCON CT BRAIN FACIAL BONES WITHOUT IV CONTRAST 
RPID1899  |CTJT TMP BON CT JOINT TEMPORAL BONE 
RPID1901 |СТ C SPINE INTRATHECAL CT CERVICAL SPINE INTRATHECAL CONTRAST 
RPID1903 [CT LE ANGIO AORTA W IVCON CT LOWER EXTREMITY ANGIOGRAPHY AORTA WITH IV CONTRAST 
RPID1904 |CT PEDS CHST W IVCON CT PEDIATRIC CHEST WITH IV CONTRAST 
RPID1905  |CT PEDS ABD PELVIS WO IVCON CT PEDIATRIC ABDOMEN PELVIS WITHOUT IV CONTRAST 
RPID1906  |CT PELVIS TUMOR CT PELVIS TUMOR 
RPID1907 |СТ BRN C SPINE WO IVCON CT BRAIN CERVICAL SPINE WITHOUT IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 

RPID1909 |СТ CHST ABD PELVIS ANGIO W IVCON CT CHEST ABDOMEN PELVIS ANGIOGRAPHY WITH IV CONTRAST 

RPID1910 |СТ BREAST TUMOR CT BREAST TUMOR 

RPID1912 |СТ ABD GUIDE CT ABDOMEN GUIDANCE 

RPID1913 [CT PEDS BRN FACE WO IVCON CT PEDIATRIC BRAIN FACE WITHOUT IV CONTRAST 

RPID1914 |СТ ABD PELVIS LS SPINE CT ABDOMEN PELVIS LUMBOSACRAL SPINE 

RPID1915 |СТ NECK SFT TISS NECK CT NECK SOFT TISSUE OF THE NECK 

RPID1916 |СТ HEAD ORBITS SELLA CT HEAD ORBITS SELLA TURCICA 

RPID1917 |СТ COLONGRPHY 3D IMAGE CT COLONOGRAPHY 3D IMAGING PROCESSING 

RPID1918 [CT COLONGRPHY Зр IMAGE SCREEN CT COLONOGRAPHY 3D IMAGING PROCESSING SCREENING 

RPID1919  |CT APPX CT APPENDIX 

RPID1920 |СТ ABD BX NEEDLE CT ABDOMEN BIOPSY NEEDLE 

RPID1921  |CT ABD LIVER BX NEEDLE CT ABDOMEN LIVER BIOPSY NEEDLE 

RPID1922 |СТ ABD PANC BX NEEDLE CT ABDOMEN PANCREAS BIOPSY NEEDLE 

RPID1923  |CT ABD KIDNEY BX NEEDLE CT ABDOMEN KIDNEY BIOPSY NEEDLE 

RPID1924  |CT PEDS CHST ABD PELVIS CT PEDIATRIC CHEST ABDOMEN PELVIS 

RPID1925 [CT PEDS ABD PELVIS CT PEDIATRIC ABDOMEN PELVIS 

RPID1926  |CT PEDS CHST CT PEDIATRIC CHEST 

RPID1927  |CTUE CT UPPER EXTREMITY 

RPID2025  |CT FACE FACL BNS WO & W IVCON CT FACE FACIAL BONES WITHOUT THEN WITH IV CONTRAST 

RPID2026 (СТ NECK LRNX CT NECK LARYNX 

RPID2027 |СТ HEAD SALIV CT HEAD SALIVARY GLAND 

RPID2028 |СТІ L SPINE SACR CT LUMBAR SPINE SACRUM 

RPID2029  |CT SPINE GUIDE LT CT SPINE GUIDANCE LEFT 

RPID2030 |СТ SPINE GUIDE RT CT SPINE GUIDANCE RIGHT 

RPID2031 (СТ PELVIS SI JNTS W IVCON CT PELVIS SACROILIAC JOINTS WITH IV CONTRAST 

RPID2032  |CT PELVIS SI JNTS WO IVCON CT PELVIS SACROILIAC JOINTS WITHOUT IV CONTRAST 

RPID2033  |CT LE HIP LT WO IVCON CT LOWER EXTREMITY HIP LEFT WITHOUT IV CONTRAST 

RPID2034  |CT LE HIP LT WO & W IVCON CT LOWER EXTREMITY HIP LEFT WITHOUT THEN WITH IV CONTRAST 

RPID2035  |CT LE HIP LT W IVCON CT LOWER EXTREMITY HIP LEFT WITH IV CONTRAST 

RPID2036 [CT LE HIP RT WO IVCON CT LOWER EXTREMITY HIP RIGHT WITHOUT IV CONTRAST 

RPID2037 [CT LE HIP RT WO & W IVCON CT LOWER EXTREMITY HIP RIGHT WITHOUT THEN WITH IV 
CONTRAST 

RPID2038  |CT LE HIP RT W IVCON CT LOWER EXTREMITY HIP RIGHT WITH IV CONTRAST 

RPID2039  |CT LE HIP BILAT WO IVCON CT LOWER EXTREMITY HIP BILATERAL WITHOUT IV CONTRAST 

RPID2040 — |CT LE HIP BILAT WO & W IVCON CT LOWER EXTREMITY HIP BILATERAL WITHOUT THEN WITH IV 
CONTRAST 

RPID2041  |CT LE HIP BILAT W IVCON CT LOWER EXTREMITY HIP BILATERAL WITH IV CONTRAST 

RPID2042  |CT LE TIBIA FIBULA LT WO IVCON CT LOWER EXTREMITY TIBIA FIBULA LEFT WITHOUT IV CONTRAST 

RPID2043 [CT LE TIBIA FIBULA LT WO & W IVCON CT LOWER EXTREMITY TIBIA FIBULA LEFT WITHOUT THEN WITH IV 
CONTRAST 

RPID2044  |CT LE TIBIA FIBULA LT W IVCON CT LOWER EXTREMITY TIBIA FIBULA LEFT WITH IV CONTRAST 

RPID2045  |CT LE TIBIA FIBULA RT WO IVCON CT LOWER EXTREMITY TIBIA FIBULA RIGHT WITHOUT IV CONTRAST 

RPID2046 CT LE TIBIA FIBULA RT WO & W IVCON CT LOWER EXTREMITY TIBIA FIBULA RIGHT WITHOUT THEN WITH IV 
CONTRAST 

RPID2047  |CT LE TIBIA FIBULA RT W IVCON CT LOWER EXTREMITY TIBIA FIBULA RIGHT WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID2048 CT LE TIBIA FIBULA BILAT WO IVCON CT LOWER EXTREMITY TIBIA FIBULA BILATERAL WITHOUT IV 
CONTRAST 
RPID2049 CT LE TIBIA FIBULA BILAT WO & W IVCON CT LOWER EXTREMITY TIBIA FIBULA BILATERAL WITHOUT THEN 
WITH IV CONTRAST 
RPID2050  |CT LE TIBIA FIBULA BILAT W IVCON CT LOWER EXTREMITY TIBIA FIBULA BILATERAL WITH IV CONTRAST 
RPID3463 |СТ HEAD CHST CT HEAD CHEST 
RPID3464 (СТ HEAD SPINE CT HEAD SPINE 
RPID3465 [CT CHST SPINE CT CHEST SPINE 
RPID3466 CT LE FOREARM WO & W IVCON CT LOWER EXTREMITY FOREARM WITHOUT THEN WITH IV 
CONTRAST 
RPID3467  |CT LE HIP WO & W IVCON CT LOWER EXTREMITY HIP WITHOUT THEN WITH IV CONTRAST 
RPID3468  |CT LE TIBIA FIBULA WO IVCON CT LOWER EXTREMITY TIBIA FIBULA WITHOUT IV CONTRAST 
RPID3469 CT LE TIBIA FIBULA WO & W IVCON CT LOWER EXTREMITY TIBIA FIBULA WITHOUT THEN WITH IV 
CONTRAST 
RPID3470  |CT LE TIBIA FIBULA W IVCON CT LOWER EXTREMITY TIBIA FIBULA WITH IV CONTRAST 
RPID3471 [CT CHST BX CT CHEST BIOPSY 
RPID3472 |СТ ABD DRAIN CT ABDOMEN DRAINAGE 
RPID3473 [CT PELVIS DRAIN CT PELVIS DRAINAGE 
RPID4917 |СТ ABD MULTIPH W IVCON CT ABDOMEN MULTIPHASE WITH IV CONTRAST 
RPID4918 СТ ABD PELVIS MULTIPH ADD BOD REG W СТ ABDOMEN PELVIS MULTIPHASE ADDITIONAL BODY REGION 
IVCON WITH IV CONTRAST 
RPID4919 CT ABD PELVIS MULTIPH ADD BOD REG CT ABDOMEN PELVIS MULTIPHASE ADDITIONAL BODY REGION 
AORTA ENDLK WO & W IVCON AORTA ENDOLEAK WITHOUT THEN WITH IV CONTRAST 
RPID4920 CT ABD MULTIPH LIVER HMNGMA W CT ABDOMEN MULTIPHASE LIVER HEMANGIOMA WITH IV 
IVCON CONTRAST 
RPID4921 CT ABD LE ANGIO ADD BOD REG AORTA CT ABDOMEN LOWER EXTREMITY ANGIOGRAPHY ADDITIONAL 
FEM ARTS W IVCON BODY REGION AORTA FEMORAL ARTERIES WITH IV CONTRAST 
RPID4922 CT NECK CHST ABD PELVIS ANGIO ADD BOD |CT NECK CHEST ABDOMEN PELVIS ANGIOGRAPHY ADDITIONAL 
REG CAR ART AORTA W IVCON BODY REGION CAROTID ARTERIES AORTA WITH IV CONTRAST 
RPID4923  |CT EXT BX CT EXTREMITY BIOPSY 
RPID4924  |CT EXT WO IVCON CT EXTREMITY WITHOUT IV CONTRAST 
RPID4925 [CT EXT W IVCON CT EXTREMITY WITH IV CONTRAST 
RPID4926  |CT EXT WO & W IVCON CT EXTREMITY WITHOUT THEN WITH IV CONTRAST 
RPID4927  |CT PELVIS HIP W IVCON CT PELVIS HIP WITH IV CONTRAST 
RPID4928 |СТ ABD KIDNEY ВХ CT ABDOMEN KIDNEY BIOPSY 
RPID4929 [CT SINOGPRHY CT SINOGRAPHY 
RPID4930 [CT SPINE PST VRTBRPLSTY CT SPINE POST VERTEBROPLASTY 
RPID4931 |СТ WRK COMP CT WORKERS COMPENSATION 
CT CHEST HIGH RESOLUTION LUNG PARENCHYMA WITH IV 
RPID4932  |CT CHST HI RES LUNG PARENCH W IVCON 
CONTRAST 
RPID4933 [CT CHST SC JT W IVCON CT CHEST STERNOCLAVICULAR JOINT WITH IV CONTRAST 
RPID4934 [CT CHST STERNUM W IVCON CT CHEST STERNUM WITH IV CONTRAST 
RPID4935 |СТ ABD PELVIS RECT CON CT ABDOMEN PELVIS RECTAL CONTRAST 
RPID4936 |СТ ABD PELVIS RECT CON W IVCON CT ABDOMEN PELVIS RECTAL CONTRAST WITH IV CONTRAST 
RPID4937  |CT LS SPINE SI JNTS W IVCON CT LUMBOSACRAL SPINE SACROILIAC JOINTS WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID4938 СТ C SPINE CHST THOR OUTL WO IVCON CT CERVICAL SPINE CHEST THORACIC OUTLET WITHOUT IV 
CONTRAST 

RPID4939 [CT SPINE CHST THOR OUTL W IVCON CT CERVICAL SPINE CHEST THORACIC OUTLET WITH IV CONTRAST 

RPID4940 [CT LS SPINE PELVIS W IVCON CT LUMBOSACRAL SPINE PELVIS WITH IV CONTRAST 

RPID4941 |СТ CHST ABD PELVIS AORTA WO IVCON CT CHEST ABDOMEN PELVIS AORTA WITHOUT IV CONTRAST 

RPID4942  |CT LE UE ARTHRO JT CT LOWER EXTREMITY UPPER EXTREMITY ARTHROGRAPHY JOINT 

RPID4943 CT HEAD MLTPL AREA SM BDY REG WO CT HEAD MULTIPLE AREAS SAME BODY REGION WITHOUT IV 
IVCON CONTRAST 

RPID4944 1 шына СТ HEAD MULTIPLE AREAS SAME BODY REGION WITH IV CONTRAST 

RPID4945 CT HEAD MLTPL AREA SM BDY REG WO & |СТ HEAD MULTIPLE AREAS SAME BODY REGION WITHOUT THEN 
W IVCON WITH IV CONTRAST 

RPID4946 CT HEAD ANGIO 3D IMAGE MLTPL AREA CT HEAD ANGIOGRAPHY 3D IMAGING PROCESSING MULTIPLE 
SM BDY REG CIRC WILLIS W IVCON AREAS SAME BODY REGION CIRCLE OF WILLIS WITH IV CONTRAST 

RPID4947 CT ABD 3D IMAGE MLTPL AREA SM BDY CT ABDOMEN 3D IMAGING PROCESSING MULTIPLE AREAS SAME 
REG WO IVCON BODY REGION WITHOUT IV CONTRAST 

RPID4948 CT CHST 3D IMAGE MLTPL AREA SM BDY CT CHEST 3D IMAGING PROCESSING MULTIPLE AREAS SAME BODY 
REG WO IVCON REGION WITHOUT IV CONTRAST 

RPID4949  |CT CHST 3D IMAGE STERNUM W IVCON CT CHEST 3D IMAGING PROCESSING STERNUM WITH IV CONTRAST 

RPID4950 CT UE 3D IMAGE AC JOINT WO ІСОМ CT UPPER EXTREMITY 3D IMAGING PROCESSING 

ACROMIOCLAVICULAR JOINT WITHOUT IV CONTRAST 

RPID4951 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
ELBOW WO IVCON SAME BODY REGION ELBOW WITHOUT IV CONTRAST 

RPID4952 СТ UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
ELBOW W IVCON SAME BODY REGION ELBOW WITH IV CONTRAST 

RPID4953 СТ UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
WRIST WO IVCON SAME BODY REGION WRIST WITHOUT IV CONTRAST 

RPID4954 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
WRIST W IVCON SAME BODY REGION WRIST WITH IV CONTRAST 

RPID4955 CT UE 3D IMAGE MLTPL AREA SM BDY REG |СТ UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
HUMERUS WO IVCON SAME BODY REGION HUMERUS WITHOUT IV CONTRAST 

RPID4956 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
HUMERUS W IVCON SAME BODY REGION HUMERUS WITH IV CONTRAST 

RPID4957 CT UE 3D IMAGE FOREARM WO & W CT UPPER EXTREMITY 3D IMAGING PROCESSING FOREARM 
IVCON WITHOUT THEN WITH IV CONTRAST 

RPID4958 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
FOREARM WO IVCON SAME BODY REGION FOREARM WITHOUT IV CONTRAST 

RPID4959 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
FOREARM W IVCON SAME BODY REGION FOREARM WITH IV CONTRAST 

RPID4960 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
HAND WO IVCON SAME BODY REGION HAND WITHOUT IV CONTRAST 

RPID4961 CT UE 3D IMAGE MLTPL AREA SM BDY REG |CT UPPER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
HAND W IVCON SAME BODY REGION HAND WITH IV CONTRAST 

RPID4962 [CT 3D IMAGE SACR W IVCON CT 3D IMAGING PROCESSING SACRUM WITH IV CONTRAST 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID4963 |СТ SPINE 3D IMAGE VPLASTY WO IVCON CT SPINE 3D IMAGING PROCESSING VERTEBROPLASTY WITHOUT IV 
CONTRAST 
RPID4964 CT SPINE 3D IMAGE MULTI SPIN LEV WO CT SPINE 3D IMAGING PROCESSING MULTIPLE SPINAL LEVELS 
IVCON WITHOUT IV CONTRAST 
RPID4965 CT SPINE 3D IMAGE MULTI SPIN LEV W CT SPINE 3D IMAGING PROCESSING MULTIPLE SPINAL LEVELS WITH 
IVCON IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
RHIDTURR HIP W IVCON SAME BODY REGION HIP WITH IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
ices HIP WO IVCON SAME BODY REGION HIP WITHOUT IV CONTRAST 
RPID4968 CT LE 3D IMAGE HIP W IVCON CT LOWER EXTREMITY 3D IMAGING PROCESSING HIP WITH IV 
CONTRAST 
RPID4969 CT LE 3D IMAGE HIP WO & W IVCON CT LOWER EXTREMITY 3D IMAGING PROCESSING HIP WITHOUT 
THEN WITH IV CONTRAST 
RPID4970 CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
KNEE WO IVCON SAME BODY REGION KNEE WITHOUT IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG |CT LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
КІРІ KNEE W ІУСОМ SAME BODY REGION KNEE WITH IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
SITUE ANKLE WO IVCON SAME BODY REGION ANKLE WITHOUT IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
Pins ANKLE W IVCON SAME BODY REGION ANKLE WITH IV CONTRAST 
RPID4974 [CT LE 3D IMAGE THIGH WO & W IVCON CT LOWER EXTREMITY 3D IMAGING PROCESSING THIGH WITHOUT 
THEN WITH IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
Pina THIGH WO IVCON SAME BODY REGION THIGH WITHOUT IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
SITE THIGH W IVCON SAME BODY REGION THIGH WITH IV CONTRAST 
RPID4977 [CT LE 3D IMAGE TIBIA FIBULA WO IVCON CT LOWER EXTREMITY 3D IMAGING PROCESSING TIBIA FIBULA 
WITHOUT IV CONTRAST 
RPID4978 CT LE 3D IMAGE TIBIA FIBULA WO & W CT LOWER EXTREMITY 3D IMAGING PROCESSING TIBIA FIBULA 
IVCON WITHOUT THEN WITH IV CONTRAST 
ЕРІП4979 CT LE 3D IMAGE TIBIA FIBULA W IVCON CT LOWER EXTREMITY 3D IMAGING PROCESSING TIBIA FIBULA 
WITH IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
ас TIBIA FIBULA WO IVCON SAME BODY REGION TIBIA FIBULA WITHOUT IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY КЕС (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
vee TIBIA FIBULA W IVCON SAME BODY REGION TIBIA FIBULA WITH IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY REG (СТ LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
аа FOOT МО IVCON SAME BODY REGION FOOT WITHOUT IV CONTRAST 
CT LE 3D IMAGE MLTPL AREA SM BDY КЕС |CT LOWER EXTREMITY 3D IMAGING PROCESSING MULTIPLE AREAS 
ee FOOT W IVCON SAME BODY REGION FOOT WITH IV CONTRAST 
RPID4984 (СТ ABD GUIDE DRAIN CT ABDOMEN GUIDANCE DRAINAGE 
ЕРІр4985 [CT GUIDE RAD ABLAT CT GUIDANCE RADIOFREQUENCY ABLATION 
RPID4986 |СТ FISTOGRPHY CT FISTULOGRAPHY 
CT HEAD NECK ANGIO 3D IMAGE CAR ART |СТ HEAD NECK ANGIOGRAPHY 3D IMAGING PROCESSING CAROTID 
REDAS CIRC WILLIS W IVCON ARTERIES CIRCLE OF WILLIS WITH IV CONTRAST 
CT HEAD NECK ANGIOGRAPHY PERFUSION 3D IMAGING 
RPID4988 САВЕСТ МСЕ PEREUS 3DAMAGE PROCESSING CAROTID ARTERIES CIRCLE OF WILLIS WITHOUT THEN 
CAR ART CIRC WILLIS WO & W IVCON 
WITH IV CONTRAST 
RPID4989 |СТ5РСММ CT SPECIMEN 
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RPID AUTOMATED_SHORT_NAME AUTOMATED_LONG_NAME 
RPID5745 |СТ HEAD STERTXS BRN WO & W IVCON CT HEAD STEREOTACTIC BRAIN WITHOUT THEN WITH IV CONTRAST 
RPID5746 CT HEAD ANGIO CIRC WILLIS BRN W IVCON CT HEAD ANGIOGRAPHY CIRCLE OF WILLIS BRAIN WITH IV 
CONTRAST 
RPID5747 |СТ ABD NERV BLOCK WO IVCON CT ABDOMEN NERVE BLOCK WITHOUT IV CONTRAST 
RPID5748 СТ HEAD CHST ABD PELVIS WO & W IVCON CT HEAD CHEST ABDOMEN PELVIS WITHOUT THEN WITH IV 
CONTRAST 
RPID5749 [CT ATTEMPTED IMG PROCD ADD BOD REG |CT ATTEMPTED IMAGING PROCEDURE ADDITIONAL BODY REGION 
ЕРІр5750 [CT SPINE VPLASTY WO IVCON CT SPINE VERTEBROPLASTY WITHOUT IV CONTRAST 
RPID5751 CT HEAD NECK CIRC WILLIS CAR ART WO CT HEAD NECK CIRCLE OF WILLIS CAROTID ARTERIES WITHOUT IV 
IVCON CONTRAST 
RPID5752 CT LE UE WO & W IVCON CT LOWER EXTREMITY UPPER EXTREMITY WITHOUT THEN WITH IV 
CONTRAST 
RPID5753 [CT LE UE W IVCON CT LOWER EXTREMITY UPPER EXTREMITY WITH IV CONTRAST 
RPID5754 [CT ANGIO WO IVCON CT ANGIOGRAPHY WITHOUT IV CONTRAST 
RPID5755 CT C SPINE GUIDE NERV BLOCK NEEDLE CT CERVICAL SPINE GUIDANCE NERVE BLOCK NEEDLE PLACEMENT 
PLCMNT WO IVCON WITHOUT IV CONTRAST 
RPID5756 CT LS SPINE GUIDE NERV BLOCK NEEDLE CT LUMBOSACRAL SPINE GUIDANCE NERVE BLOCK NEEDLE 
PLCMNT WO IVCON PLACEMENT WITHOUT IV CONTRAST 
RPID5757 CT ABD GUIDE NERV BLOCK NEEDLE CT ABDOMEN GUIDANCE NERVE BLOCK NEEDLE PLACEMENT 
PLCMNT WO IVCON WITHOUT IV CONTRAST 
RPID5758 CT LE UE GUIDE SIN SPIN LEV NERV BLOCK |CT LOWER EXTREMITY UPPER EXTREMITY GUIDANCE SINGLE SPINAL 
NEEDLE PLCMNT WO IVCON LEVEL NERVE BLOCK NEEDLE PLACEMENT WITHOUT IV CONTRAST 
CT LOWER EXTREMITY UPPER EXTREMITY GUIDANCE MULTIPLE 
CT LE UE GUIDE MULTI SPIN LEV NERV 
RPID5759 SPINAL LEVELS NERVE BLOCK NEEDLE PLACEMENT WITHOUT IV 
BLOCK NEEDLE РІСММТ WO IVCON 
CONTRAST 
RPID5760 CT LSPINE GUIDE NERV BLOCK NEEDLE CT LUMBAR SPINE GUIDANCE NERVE BLOCK NEEDLE PLACEMENT 
PLCMNT WO IVCON WITHOUT IV CONTRAST 
RPID5761 CT T SPINE GUIDE NERV BLOCK NEEDLE CT THORACIC SPINE GUIDANCE NERVE BLOCK NEEDLE PLACEMENT 
PLCMNT WO IVCON WITHOUT IV CONTRAST 
RPID5762 CT GUIDE NERV BLOCK NEEDLE PLCMNT CT GUIDANCE NERVE BLOCK NEEDLE PLACEMENT WITHOUT IV 
WO IVCON CONTRAST 
RPID5995 CT ABD PELVIS LE ANGIO AORTA WO & W  |CT ABDOMEN PELVIS LOWER EXTREMITY ANGIOGRAPHY AORTA 
IVCON WITHOUT THEN WITH IV CONTRAST 
RPID5996 |СТ ABD 3D IMAGE WO IVCON CT ABDOMEN 3D IMAGING PROCESSING WITHOUT IV CONTRAST 
RPID5997 |СТ ABD PELVIS 3D IMAGE WO IVCON CT ABDOMEN PELVIS 3D IMAGING PROCESSING WITHOUT IV 
CONTRAST 
RPID5998 CT CHST ABD PELVIS 3D IMAGE WO IVCON CT CHEST ABDOMEN PELVIS 3D IMAGING PROCESSING WITHOUT IV 
CONTRAST 
RPID5999 CT CHST ABD 3D IMAGE WO IVCON CT CHEST ABDOMEN 3D IMAGING PROCESSING WITHOUT IV 
CONTRAST 
RPID6000 |СТ CHST SCREEN W IVCON CT CHEST SCREENING WITH IV CONTRAST 
RPID6001  |CT CHST HI RES LUNG WO IVCON CT CHEST HIGH RESOLUTION LUNG WITHOUT IV CONTRAST 
RPID6002 [CT CHST SCREEN WO IVCON CT CHEST SCREENING WITHOUT IV CONTRAST 
RPID6003 |СТ CHST ANGIO HEART COR ARTS W IVCON CT CHEST ANGIOGRAPHY HEART CORONARY ARTERIES WITH IV 
CONTRAST 
RPID6004 |СТ CHST HEART CONG DX W IVCON CT CHEST HEART CONGENITAL DISEASE WITH IV CONTRAST 
RPID6005 [CT CHST HEART STRUCT MORPH W IVCON |CT CHEST HEART STRUCTURE MORPHOLOGY WITH IV CONTRAST 
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AUTOMATED_LONG_NAME 





RPID6006 


CT HEAD RECON TMP BON W IVCON 


CT HEAD RECONSTRUCTION TEMPORAL BONE WITH IV CONTRAST 





RPID6007 


CT ABD PELVIS URO MULTI PLAN REF WO & 
W IVCON 


CT ABDOMEN PELVIS UROGRAPHY MULTI-PLANAR REFORMATION 
WITHOUT THEN WITH IV CONTRAST 





RPID6008 


CT CMPLX TRTMNT PLNNG 


CT COMPLEX TREATMENT PLANNING 





RPID6009 


CT INTRMDT TRTMNT PLNNG 


CT INTERMEDIATE TREATMENT PLANNING 





RPID6010 


CT SMPL TRTMNT PLNNG 


CT SIMPLE TREATMENT PLANNING 





RPID6011 


CT LE LENGTH 


CT LOWER EXTREMITY LEG LENGTH 





RPID6890 


CT LE HIP W IVCON 


CT LOWER EXTREMITY HIP WITH IV CONTRAST 





RPID6891 


CT CHST SCREEN 


CT CHEST SCREENING 





RPID6892 


CT GUIDE DRAIN ABSCSS 


CT GUIDANCE DRAINAGE ABSCESS 





RPID6893 
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CT UE ARTHRO W IVCON 








CT UPPER EXTREMITY ARTHROGRAPHY WITH IV CONTRAST 


